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The writer, needing a book for class use which would 
give in one volume those parts of the theory of valve-gears 
necessary to a clear understanding of the subject, has pre* 
pared the following work. 

All the standard text-books on the subject, the current 

periodicals, and working drawings have been called on for 

data and methods, and the works of Zeuner, Auchincloss, 

Rankine, Whitham, Halsey, Marks, Reuleaux, Bilgram, and 

I the files of Engineering and the Engineer have been freely 

^ used in preparing the text ; but the matter has been put in 

^^ its present shape by the author. 

A few of the methods are original, but others confronted 
with the same problems have probabl)^ solved them in the 
same or in a better way. 
^ The designing of valve-gears is entirely a drawing-board 

process ; and in all but radial gears, and to a great extent 
even there, the actual method of laying down the work is 
J given. 

The mathematical proof of the methods and results used 
t is given whenever possible. 

The problems are in most cases made up from the data 
of engines actually in use. 

H. W. Spangler. 

University of Pennsylvania, 

Philadelphia, Pa., August 20, 1890. 
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CHAPTER I. 



PLAIN SLIDE-VALVES. 

I. Plain Slide-Valves. — In an ordinary steam-engine 
steam is admitted to and released from each end of the steam- 
cylinder by a valve actuated by the engine itself. As the 
economical v^orking of an engine depends to a very great 
extent upon the proper admission and release of the steam^ 
a study of the valves used and of the methods of moving 
them is important. 

Fig. I is a sketch of the valve ordinarily used, which is 
often called a D slide-valve from its shape and method of 




Fig. I. 

action, a is the valve, b is the passage leading to one end 
of the cylinder, and c that leading to the other. These are 
called the steam-passages. ^ is a passage leading to the 
open air or to a condenser, and is. called the exhaust-passage. 
The space e, or valve-chest, is filled with steam, and is inw 
direct communication with the boiler. 



2 VALVE-GEAA'S, 

2. Method of Action of Valve. — The action of the valve 
is as follows: Suppose the valve a is moved to the right. 
Steam passes from the space e through c to the left-hand end 
of the cylinder, and moves the piston to the right. Any 
steam that may be in the right-hand end of the cylinder 
passes through the passage b into the space / under the 
valve, and thence through d away. When the piston has 
reached the end of its stroke to the right, the valve a has 
moved back far enough towards the left to allow steam from 
e to pass into b, and the passage c is connected with /, thus 
causing the piston to move towards the left. 

3. The Eccentric. — The mechanism connecting the valve 
and piston in its simplest form is shown in Fig. 2. The rod 
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Fig. 2. 

ge is connected to the valve and is called the valve-stem. 
The rod ec connects the end of the valve-stem with the crank 
ac, turning around the point a, which is the centre of the 
shaft. The rod ec is called the eccentric-rod. fd is a rod 
connected at one end to the piston, and is called the piston- 
rod, db is a rod connecting the end d of the piston-rod with 
the end ^ of a crank ab, which is rigidly connected to ac, and 
turns with it about a. db is called the connecting-rod. The 
crank ab will be spoken of hereafter as " the crank," and the 
crank ac, which is the mechanical equivalent ot the eccentric, 
will be spoken of as " the eccentric." The rods ge and fd are 
supposed to move along the line ah, but are separated in 
the figure for clearness. 

The arrangement actually used is shown in Fig. 3. The 
inner circle with ^ as a centre is the shaft. The inner circle 
having t: as a centre is the eccentric b or the eccentric 
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sheave, and is keyed to the shaft and turns with it. The 
outer broken circle having ^ as a centre is the eccentric 
strap ^, which turns easily on the sheave c^ but is rigidly 




Fig. 3. 

attached to the bar rf. If the shaft turns, the movement of 
point e along the line ae would be exactly the same with this 
arrangement as though ac were a crank and ec a rod, and 
the representation in Fig. 2 is practically the same as in 
Fig. 3. The distance ac is called the eccentricity. -^ A. 

4. Valve-Seat, Face, and Ports. — Referring again to 
Fig. I, that part on which the valve moves is called the 
valve-seat. That part of the valve sliding over the seat is 
called the valve-face. The openings through the valve-seat 



\ 



\ 
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Fig. 4. 



to the passages b, c, and d are called the ports, those lead- 
ing to b and c being the steam-ports, and to d the exhaust- 
port. A plan of the valve seat is shown in Fig. 4, in which 
4: and b are the steam-ports, and d the exhaust-port. 
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5. Lap. — In Fig. I the valve is shown as covering both 
ports equally, and is said to be in its middle position. Fig. 
5 shows one end of the vaive to a larger scale. The distance 



Fig. 5. 
ih that the valve overlaps the outside of the steam-port when 
in mid position is called the steam or outside lap, or simply 
the lap. The distance kl that the valve overlaps the inside 
edge of- the steam-port is called the inside or exhaust-lap. 
It is evident that before the passage b can receive steam the 
valve must move to the left a distance ih, or the lap; and 
before b can be open to exhaust, the valve must move to the 
right a distance kl, or the exhaust-lap, from its middle posi- 
tion. 

6. To Determine Position of Valve and Piston. — In 
Fig. 6 a is the centre of the shaft, ab one position of the 



crank, and ac the corresponding position of the eccentric. 
If the length of the connecting-rod bd, the length of the 
piston-rod df, and the direction af of the piston travel are 
known, the position of the piston corresponding to the posi- 
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tion ab of the crank can be determined by laying off irom 
i a distance bd equal to the length of the connecting-rod, 
thus determining the position of d, and from d laying off the 
length of the piston-rod to/, thus determining the position 
of the piston. Similarly, if the length of the eccentric-rod 
4:e and of the valve-stem eg are known, the position of the 
valve can be determined. 

7. Distance Valve has moved from its Central Position. 
— In most engines ec is very long as compared with ac. 
When ac is vertical, as at ac\ the valve is practically in its 
middle position, and the distance it is from its middle posi- 
tion when the eccentric occupies any pK>sition, as ac^ can be 
represented by ah, the line ch being perpendicular to hf. In 




Fig. 7. 

the case of the piston this is not so, as the rod bd is gener- 
ally four to six times ab, and the position of the piston 
materially depends on bd. However, if the point b can 
always be determined, the position of the piston can also. 

8. Yoke Connection. — Fig. 7 is a case in which both valve- 
•stem and piston-rod are connected to slotted crossheads, 
the connections being known as yoke connections. The dis- 
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tance the piston has moved Irom its central position is ak^ 
and the distance that the valve has moved is aL In the 
figure the piston-rod / has attached to its end the slotted 
piece d^ in which the block b attached to the crank moves. 
The end of the valve-stem g has a similar piece e attached, 
in which the block c attached to the eccentric ac moves. 

To show that ac is the right position for the eccentric 
corresponding to the position ab of the crank, if the engine 
is to turn in the direction of the arrow, let ah be one dead 
point, that is, one position where the crank and connecting- 
rod are in the same straight line. As the piston is now to 
move to the right, the valve must have already moved to 
the right a sufficient distance to admit steam to the left- 
hand end of the cylinder, and should be moving in the direc- 
tion that would open the port still wider. This could 
occur only if the eccentric occupied the position indicated 
by aky and could not occur if the eccentric was at ai. The 
angle kah is therefore the fixed angle between the crank and 
the eccentric, and when the crank reaches ab the eccentric 
is at ac. This combination is usually spoken of as a valve 
with an infinite eccentric-rod, and a piston with an infinite 
connecting-rod. 

9. Valve- Diagrams. — Valve-diagrams are used to show 
at a glance the movement of the valve for any movement of 
the piston, and the various events occurring in a stroke of 
the piston. Numerous forms of diagrams are used, all more 
or less accurate and convenient, the form used throughout 
this work being that proposed and developed by Dr. Gus- 
tav Zeuner in his admirable treatise on valve-gears, as it is 
by far the most convenient to use of any that have been pre- 
pared, and is as accurate as any of them. 

The diagram for the case of the slotted connections above 
described will first be determined, and if any ordinary con- 
necting-rod, as shown in Fig. 6, be used instead of that 
shown in Fig. 7, the position of the piston corresponding to 
any position of the crank can readily be found as shown in 
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Fig. 6. For Fig. 7 the diagram to be determined is exactly 
correct. 

Suppose the crank to start from the position ah of Fig. 7, 
and to move through the angle co to the position ab. Call 
the fixed angle between the crank and the eccentric a. 
Then the distance the valve is from its central position is 
ill = ac cos cal = ac cos (180 — « — c«?) = — • ac cos (a -\- Gt)\ 
or calling ac = r and a/ = jr, 

;r = — r cos {a -{- a)) (i) 

If when the crank is just on its dead point the valve is 
just in its middle position, the angle or = 90, and 



X = — r cos (90 -\- go) = r sin go ; 



(2) 



and this case we will examine first. 

10. Angle between Crank and Eccentric 90". — In Fig. 
8 let ah represent the position of the crank at one dead- 




FiG. 8. \ 

point, and suppose the crank turns around a against the 
hands of a clock. Let ad be any other position of the crank 
after it has moved from the dead-point the angle go. As we 
have already seen, the valve has moved from its central posi- 
tion a distance x = r sin go. 
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On the line ab lay off the distance ac = r sin co, and for 
every other position of the crank lay ofiF the corresponding 
value of x\ The result will be a series of points, the curve 
passing through which will be a.circle whose diameter is r, 
and whose centre is on ad. For if we lay off on ad a dis- 
tance r, and draw a circle on ad as a diameter, then if c is 
any point on the circumference, the angle dca is a right 
angle, and 

ac = r cos dac = r cos (90 — c») = r sin a? = ;ir. 

QUESTIONS. 

1. Draw a plain D slide-valve in its middle position, and 
name all the parts. 

2. How must the valve move to cause the engine to run ? 

3. Sketch the arrangement by which the valve is moved. 

4. What is meant by lap ? 

5. If the valve took steam inside and exhausted outside, 
what would then be the steam-lap ? 

6. In a given engine, how determine the actual position 
of the valve corresponding to a given piston or crank posi- 
tion? 

7. Why can the length of the eccentric-rod be neglected 
in this work ? 

8. What is the objection to neglecting the length of the 
connecting-rod in determining the distance the piston has 
travelled for any movement of the crank? 

9. What should be the relative position of the crank and 
eccentric to turn in any given direction, the connections 
being as shown in Fig. 6? 

10. What is meant by an infinite connecting-rod, and 
what is its equivalent as far as the movement of the piston is 
concerned ? 

11. What is the use of valve-diagrams ? 

12. For any given movement go of the crank from its 
dead-point, how far has the valve moved from its central 
position ? 
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13. How would you construct a valve-diagram, having 
given the distance the valve has moved from its central posi- 
tion for various values of <w ? 

PROBLEMS. 

1. Given the crank 10 inches, connecting-rod 50 inches, 
and suppose the crank to be on that dead-point farthest 
from the cylinder, how far has the piston moved for each 
30° of its revolution ? 

2. In a parallel column, put down the distance the piston 
would have moved had the piston and crank been connected 
by a yoke. 

3. Given the eccentricity equal to 3 inches, and the angle 
between the crank and eccentric equal to 135°, calculate the 
distance the valve has moved for each 30® of movement of 
the crank, plot the points, and draw the valve-diagram. 



CHAPTER II. 

THE ZEUNER DIAGRAM. 

11. To draw the Valve- Diagram. — Instead, therefore, 
of laying down the points separately, if on ad^ Fig. 8, we 
lay off r and draw a circle on r as a diameter, we can deter- 
mine the distance the valve has travelled from its middle 
position for any movement of the crank by drawing the 
position of the crank ; and that part of the c rank line lyini 
between a and the circumference of the circle is the move- 
ment of the valve. 

When the crank has reached any point below the hori- 
zontal line as ae, the distance the valve has moved is af, and 
is measured in the opposite direction. Evidently, from the 
diagram, when the crank is on either dead-point, the valve 
is just at its central position, as we assumed to begin with. 

12. Point of Admission. — From an inspection of Fig. i, 
it is seen that if the crank is on the dead-point when the 
valve is in its central position and covers both ports, no 
steam could be admitted to the cylinder, and the engine 
would have no tendency to start. 

We can determine from the diagram when steam will be 
admitted. From Fig. 5 it is evident that the distance the 
port into b is opened when the valve has moved a distance 
X from its middle position, \% x ^ih=. x —• the lap, and call- 
ing/ the port-opening and /the lap. 



(3) 



That is, in Fig. 8, if from the distances ac^ ady af, etc., we take 
a distance equal to the lap, the portion remaining is the 
opening of the port. With ^ as a centre and a radius al = 
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the lap, draw; the circle hklm, called the lap-circle. Then 
when the crank reaches ab the opening of the port is the 
distance Ic, and similarly for any other position of the crank. 
At ak the lap just equals the movement of the valve, and the 
port is just about to open. When the crank reaches am the 
movement of the valve from its central position is again 
equal to the lap, and the valve has just closed the port to 
steam. 

13. Angular Advance. — In order that the full pressure of 
the steam may come on the piston at the beginning of the 
stroke, the angle a between the crank and eccentric is never 
made equal to 90°, but something greater. The increase of 
the angle a is called the angular advance. 

The angular advance may be defined as the angle be- 
tween the actual position of the eccentric and that position 
of the eccentric which would bring the valve to its middle 
position, the crank being in both cases at a dead-point. 

This angle of advance we will call d, and a = 90 -f- <5^. 
We have then, from equation (i), 

X =. — r cos (90 -f- d -|- <w) = r sin ( gjjr oo\ . . (4) 

Evidently, if a? = 90 — d, ;r = r. 

In Fig. 9 the same diagram has been drawn as in Fig. 8, 
but the diameter of the valve-circle has been moved through 
an angle bad =^ d. 

In this figure, if ac=:zx=^r sin ((J+qj), the circle still 
represents the valve-diagram. For ad = r and dca is a right 
angle; 

. . ac = ad cos dac = r cos (90 — (^ — a?) = r sin {S -\- go) :=^ x. 

It is to be remembered that the valve-diagram shows the 
movement of the valve for varying positions of the crank, 
and the centre line of the valve-diagram as ad in Fig. 9 is 
not the position of the eccentric when the crank is at an. 
The small diagram shows the relative position of the crank 
and eccentric to give the valve-diagram shown in the figure. 



12 



VAL VE'GEARS, 



We see that by giving the eccentric angular advance w»o 
have simply moved the valvecircle about a through the 
angle d. It will be seen that the port now opens when the 




Fig. 9. 

crank is at ak^ and therefore steam-pressure is on the steam- 
piston at the beginning of the stroke. The angle hak is 
/ often called the anglej ^f lead. 

14. Lead. — Whenthe crank is on the dead-point an^ the 
distance hn is evidently the opening of the port. This dis- 
tance is called the lead. The lead can therefore be defined 
as the amount the oorTis open to steam at the beginning of 




Fig. 10. 



the stroke, or when the crank is on its dead-point. In the 
same way exhaust-lead is the amount the steam-port is open 
to exhaust at the beginning of the stroke. 
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15. From a given Engine to draw the Diagram. — Hav- 
ing any valve given moved by a single eccentric, we can^ 
lay down the valve-diagram and determine the points of 
admission and cut-off, the opening and closing of the ex- 
haust, etc. 

In Fig. 10, suppose the valve to be a inches over all and 
b inches inside, the steam-port to be c inches wide, the ex- 
haust-port d inches and the bridges or material between the 
ports to be e, and the eccentricity to be r inches, and the 




angular advance S degrees, to determine the various points 

relating to the valve. 

^ ,/- 11 a —' d ^ 2e — 2c 
From the figure the lap = ~ 



and the ex- 



haust-lap = — ^^ . To draw the diagram in Fig. 1 1 
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tiraw the two lines ab and cd at right angles to each other. 
Let od be one dead-point, the engine to turn in the direction 
of the arrow. Lay off the line oe so that the angle aoe is 6 
degrees. On oe lay oS o/= r the eccentricity, and on of as 
a diameter draw the valve-circle. With ^ as a centre and 
og- as a radius equal to the lap, draw the lap-circle ^^>&, and 
with a radius oA equal to the exhaust-lap draw the exhaust- 
lap circle As/. 

i6. Distribution of Steam as shown from the Diagram. 
— When the crank is at od^ the steam-port on, say, the right 
side is open the distance mp or the lead, while the exhaust- 
port on the opposite side, say left, is open np or the exhaust- 
lead. When the crank reaches oe both ports are opened 
widest, that on the right to steam and on the left to exhaust. 
When the crank reaches ok the steam-port on the right 
closes and cut-off takes place. When the crank reaches o/ 
the exhaust closes on the left side of the piston and com- 
pression begins. When the crank reaches oA^ (oA prolonged) 
the exhaust opens on the right side of the piston. At og^ 
(og prolonged) the steam-port opens on the left. At oc the 
steam-port is open on the left a distance pm, and the exhaust 
is open on the right a distance /«. When the crank 
reaches ok' the steam is cut off on the left-hand side, at ol' 
the exhaust closes on the right-hand side. At oA the ex- 
haust on the left opens again, and at og the steam is again 
admitted on the right-hand side. 

17. Separate Diagram for each End of the Cylinder.— 
To make this clearer, the diagrams Figs. 12 and 13 are 
drawn, one of which shows the distribution of steam in the 
left-hand end of the cylinder, while the other shows the dis- 
tribution in the right-hand end. The letters refer to the 
same things as in Fig. 1 1. The circles with oa as a radius are 
drawn to any convenient scale to represent the line travelled 
through by the crank-pin, and the lines ab represent the 
stroke of the piston to the same scale, gk and g^k' are the 
lap-circles, Al and A'V are the exhaust-lap circles. 

In the right-hand end of the cylinder, Fig. 12, starting at 
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the dead-point a^ the steam-lead is mp^ cut-off takes place at 
2, exhaust opens at 3, and the port is open the distance n'p' 
or the exhaust-lead at the beginning of the return stroke ; at 
4 the exhaust closes, and at i the steam-port opens again so 




Fig. 12. 

that when the crank again gets to a the port is open the 
lead. 

On the lower line ab, representing the stroke of the 
piston, starting at a^ steam is admitted until the piston 
reaches 6, when cut-off takes place ; at 7 the exhaust opens, 
and the piston travels to the end of the stroke. On the 
return stroke, at 8 the exhaust-port is closed, at 5 the steam- 
port again opens, and the piston travels to the end of its 
stroke again. Steam is being admitted while the crank 
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travels from i to 2, it is being expanded from 2 to 3; exhaust 
is taking place from 3 to 4, and compression from 4 to i . 

While this is taking place in the right-hand end of the 
cylinder, the left-hand end is also receiving ' steam and ex- 
hausting, as shown in Fig. 13. Starting at the same dead- 
point a, the exhaust is open on the left a distance np equal 




Fig. 13. 

to the exhaust-lead ; at 12 the exhaust closes, at 9 steam opens 
on the left, and at the dead-point b the port is open to 
steam a distance m'p^ equal to the steam-lap. On the return 
stroke, at 10 steam is cut off, at 1 1 exhaust opens, and at a the 
dead-point is reached. 

The line ab at the bottom of the figure shows the move- 
ment of the piston. Moving from a, at 16 exhaust closes, at 
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1 3 Steam opens ; on the return stroke, at 14 cut-off takes place, 
•and at 15 exhaust opens. Exhaust takes place while the 
crank is moving from 11 to 12, compression from 12 to 9, 
admission from 9 to 10, and expansion from 10 to 11. 

QUESTIONS. 

14. Explain the method of drawing the Zeuner diagram. 

15. How is the point of admission found? 

16. What is the port-opening for any position of the 
crank ? c^ 

17. What is angular advance, and why is it given? ^'- fo •(■ d 

18. What effect has angular advance on the valve-dia- 
gram? 

19. What is lead ? 

20. What is meant by angle of lead ? 

21. What dimensions are required to determine the valve- 
diagram for a given engine? 

22. Explain fully the different events occurring in one 
end of the cylinder, in the order of their occurrence, during 
one complete revolution. 

23. Explain fully the events occurring in both ends of 
the cylinder, in the order of their occurrence, during one 
complete revolution. 

24. How determine the actual position of the piston, the 
length of the connecting-rod being given, for each event 
occurring in one revolution in one end of the cylinder? 

PROBLEMS. 

4. Given the eccentricity 3 inches and the angle between 
the crank and the eccentric 90°, how far has the valve moved 
from its central position when g? = 30°, 60°, 90°? Draw 
Zeuner diagram and scale distances. 

5. In the above problem, if the lap is ij inches, through 
what angle has the crank moved from its dead-point when 
the port opens? What when the port closes? 

6. What is the port-opening when go = 75®, and what 
when GO = 1 50° ? 
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7. A given engine is 136 inches from centre of shaft to 
centre of exhaust-port. The valve is 9f inches over all, and 
5|^ inside. The exhaust-port is 3 inches, the steam-ports each 
i^ inches, and the bridges if inches each, r = 2^". The length 
of the connecting-rod is 90 inches, and the eccentric-rod 60 
inches. The cylinder is 18 inches diameter by 24 inches 
stroke, and the angle of advance is 25°. Where in each 
stroke is steam admitted and cut off, and where does exhaust 
and compression in each end take place? Measure all dis- 
tances for each end of the cylinder from that end of the 
stroke at which steam is admitted. 



CHAPTER III. 

OVERTRAVEL AND PROBLEMS. 

i8. Overtravel. — The travel of the valve is otten more 

* 

than sufficient to open the port wide. The excess is called 
overtravel. Thus in Fig. ii, the distance qr is the width 
of the port, and the port is wide open to steam while the 
crank passes from ox to oy, and the distance rf is the over- 
travel. 

Similarly st is the width of the port, and the port is wide 
open to exhaust from ov to ow. That is, on the right side 
the port begins to open at og^ is wide open at ox^ begins to 
close at oy, and is entirely closed at ok. 

In the same way the exhaust on the left-hand side begins 
to open at oh, is wide open at ov, begins to close at ow, and 
is entirely closed at oL Without overtravel the valve was 
Opening the port from og to oe\ with overtravel the port is 
opening while the crank passes from og to ox. Over- 
travel therefore causes the port to be opened and closed 
more quickly, but for the same opening of the port the 
eccentricity miist be greater by the amount of overtravel. 

The following are the ordinary problems that occur in 
designing valves. 

19. Problem i. — Given the eccentricity r, the angle of 
advance d, the point of cut-off, and the point of closing of 
the exhaust, to find the lap, exhaust-lap, lead and exhaust- 
lead, and the greatest possible opening of the port. 

In Fig. 14 draw ao and do at right angles to each other. 
Lay off aoe = 6, the angular advance. On oe^ with a radius 

equal to one half the eccentricity (- j, draw the valve-circle. 

19 
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Draw ok to represent the position of the crank at cut-off» 
and ol for the closing of the exhaust. Through the inter- 
section of these lines with the valve-circle, and with o as a 
centre, draw Ish and kqg. Then ol is the exhaust-lap, ok the 




Fig. 14. 

lap, mp the lead, np the exhaust-lead, qf is the greatest 
possible opening of tne port to steam, and sf to exhaust. 

20. Problem 2. — Given the lap, exhaust-lap, point of 
cut-oflF, and the steam-lead, to determine the eccentricity 
and angle of advance. 

In Fig. 1 5 draw od and oa at right angles to each other- 




Fig. 15. 

With ^ as a centre and the lap as a radius, draw the lap- 
circle kqg. Draw ok as the crank position for the point of 
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cut-off. Lay off mp equal to tb ^. steam-lead. The problem 
then becomes, to pass a circle through k, o, and /. Bisect 
ok and op by perpendiculars meeting at 2. z is then the 
centre of the valve-circle. Draw oz and the valve-circle. 
aofxs the angle of advance, and of is the eccentricity. 

21. Problem 3. — Given the cut-off, angle of lead, width 
of port, and the overtravel, to determine eccentricity, lap, 
lead, and angular advance. 

In Fig. 16 draw oa and od at right angles. Lay off ok 




Fig. 16. 

for the point of cut-off and og for the angle of lead. As the 
valve-circle must cut the lap circle on these lines, the centre 
of the valve-circle must lie on a line oe which bisects the 
angle h^g. After drawing this line, take any point, as z\ for 
the centre of the trial valve-circle. Draw the circle og'fk'. 
Draw the corresponding lap-circle k'q'g' , Then if our trial 
valve-circle is the same as the actual one, q'f should equal 
the width of the port plus the overtravel. 

Suppose q'f is less than the width of the port plus the 
overtravel. Draw any line through /', as /'i, equal to the 
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width of the port plus the overtravel. Join iq\ and through 
draw 02 parallel to q'i\ then f'2 is the actual eccentricity* 
Lay off ^/ equal to f2. Bisect of at z, and draw the valve- 
circle kfpo. Through k draw the circle kqm. Then of i& 
the eccentricity, ok is the lap, mp is the lead, and foa is the 
angle of advance. 

22. Problem 4. — Given the point of cut-off, lead, and 
port-opening, to determine the angular advance, lap, and 
eccentricity. 

Draw oa and od at right angles to each other. Fig. 17,, 




Fig. 17. 

and ok to represent the point of cut-off. Lay off ob below o 
on the line ok equal to the lead, and bg equal to the port- 
opening. Draw gc parallel to od^ and make ge equal to the 
port-opening. Join oe. Make or = ob, and draw qr parallel 
to od. Draw the circle cust^ with oc as a radius. Lay off 
St = cUj and draw tof Then aof is the angular advance. To 
find the diameter of the valve-circle, etc., proceed as in the 
last problem. (See solution of same problem as given in 
Fig. 100.) 

To prove our construction : 

From the figure, onf and ofp are right-angled triangles^ 
Calling the angle aok = /3, and the lead equal to i,. we have 
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(/ + /) COS (* + /?) = / 

and 

(/ + /) sin S = /+/. 

Taking the value of / from the first equation and putting 
it in the second, and reducing, we have 

\{i — /) cos /?} cos 6 -\- {p — {i — P) sin /3\ sin 6 = z. 

Using an auxiliary angle such that 

f ^n M - / -(/-/) sin/? _ / + (/- sin /? 
lan^- (/-/)cos>tf "■ {i-p) cos ft ' 
we have 

cos d + tan sin tJ = y. -r ^ = 7— r^ -^y 

(^ — /) COS /? (/ — cos /J^ 

— 2 COS 

COS tf COS + sm tf sin = (7— 7)"E^s7' 

/■A wv\ ~ ^' COS 

COs(tf-0) = ^y3^y^^, 

— / COS 

* = ^ + <^«^"(/-Ocos/?- 
Now in our construction 
gc ={p — t) sin /? and ^^ = / + (/ — sin fi^. 

€C 

CO =z[p ^ i) cos /?, and tan = ^^^^ — , or 

= 1 8o — ^^^, 

— i cos 

cos "' T- ^T ^ = —- ^t?5, or 

{p — i) cos /? 

d =: \%o — eoc — cos = ao/, 

as by construction. 

23. When the Piston and Eccentric-Rods do not travel 
on Parallel' Lines. — The simplest method of connectmg up 
a valve has heretofore been used. Suppose now that the- 
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connection is as shown in Fig. i8. In this figure the valve- 
face is not parallel to the direction of the stroke of the pis- 
ton, and, secondly, the valve is driven through a lever which 
is pivoted at a fixed point a. If the arms ac and ab are un- 
equal, the eccentricity is no longer equal to the distance 
travelled by the valve on either side of its middle position. 
The eccentricity or actual throw of the eccentric should not 

ab 
be that deduced from the diagram, but should be — X ^, as 




Fig. i8. 

this value would cause the valve to move a distance equal 
to r. 

The chord of the arc through which c travels should be 
parallel to the valve-face. The chord of the arc through 
which b travels should be so arranged that a line parallel to 
the chord and above it a distance equal to ^ the versed 
sine of ^ the arc should pass through the centre of the shaft. 

24. To determine the Position of Eccentric. — To deter- 
mine the position of the eccentric, suppose oe to be the line 
of travel of the piston. Draw the line db as the line of 
travel of the end of the eccentric-rod hb. From the figure 
the valve will be in mid position when the eccentric is at og, 
or directly opposite. If the crank is on the dead-point of, 
.and it is desired that the engine turn in the direction of the 
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arrow, the eccentric should be so set that its motion would 
continue to open the port on the right as the crank leaves 
the dead-point. 

That is, the valve must move towards the left, c must move 
to the left, b must move to the right, and therefore the eccen- 
tric must be on the line og above the shaft, as it is only in 
this position that the motion of the crank in the direction 
of the arrow would tend to open the port. 

Lay off the angle gom equal to the angular advance in 
the direction in which the engine is to turn. Then the 
angle mof'is the angle between the crank and the eccentric 
for the engine to turn in the direction of the arrow. 

Therefore, to find the proper position of the eccentric 
with respect to the crank, put the engine on one dead-centre 
and set the eccentric so that the valve is in its middle posi- 
tion. If direct connected set it ahead of the crank, and if 
through a reverse lever set it behind the crank. Then move 
the eccentric through an angle equal to the angular advance 
in the direction in which the engine is to turn, and secure it 
in place. 

25. Effect of changing Dimensions. — An examination of 
Fig. II will show how a modification of any part of the 
valve or its connections will aflect the distribution of the 
steam. 

If the eccentricity is increased, steam is admitted earlier 
and cut-off later, the lead and the overtravel are increased. 

An increase in the angular advance increases the lead, 
makes admission and cut-off earlier, and a decrease in angu- 
lar advance has the opposite effect. 

Increasing the lap lessens the lead, makes admission later 
and cut-off earlier. 



QUESTIONS. 

25. What is overtravel, and what effect has it on the dis- 
tribution of steam ? 

26. How determine the lap and lead when r, d, and the 
point of cut-off are given ? 
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27. How determine r and ^ when the lap, lead, and the 
point of cut-off are given ? 

28. How determine the lap, lead, and angular advance 
when the cut-off, angle of lead, and port-opening are given '^ 

29. How determine the angular advance, lap, and eccen- 
tricity when the point of cut-off, lead, and port-opening are 
given? 

30. How determine the angle between the crank and ec- 
centric when the piston and valve do not travel in parallel 
lines? 

31. What effect on distribution of steam has an increase 
in angular advance ? A decrease? 

32. What effect on the distribution of steam has a short- 
ened valve-stem ? 

33. What effect has a lengthened eccentric-rod ? 

34. What must be done in a given engine to increase the 
lead ? 

35. How in a given engine could you increase the lead 
on one end and at the same time decrease it in the other? 

PROBLEMS. 

8. Given lap -J inch, width of port i^ inches, eccentricity 
2j inches, lead ^ inch, through what angle is the crank 
moving while the port is opening? Had the eccentricity 
been 2^ inches, through what angle would the crank move ? 

9. Given steam-lead \ inch, cut-off .8 stroke, port-opening 
I J inches, to determine the angular advance, lap, and eccen- 
tricity. 

10. Given lap J inch, lead J inch, and cut-off at .8 stroke, 
to determine the eccentricity and angular advance. 

11. How much must the angular advance be increased 
to make the lead f inch ? 

12. How much must the eccentricity be increased to 
make the lead f inch ? 

13. How much must the lap be changed to make the lead 
f inch ? 
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14. Given the eccentricity 2f inches, 6 = 30°, and cut-off 
,70 stroke, required the lap and lead. 

15. Given the cut-off at .8 stroke, angle of lead 8°, and 
the port-opening ij inches, required the lap, lead, and angu- 
lar advance. 

16. Given r = 2f inches, lap = J inch, stroke 24 inches, 
connecting-rod 60 inches. Cut-off takes place in stroke 
towards the shaft at 20 inches : at what point does it take 
place m the return stroke? How far has the piston yet to. 
travel in each stroke when the port opens to steam? 

17. Given steam-ports if inches, outside lap J inch, ec- 
centric-rod 56 inches, d = 25°, r = 2\" , reverse-shaft arms 
loj to eccentric-rod and iij to valve-stem, which is above 
the piston-rod. Centre of reverse-shaft f above centre line 
of engine ; piston travel and valve-face are parallel. What 
is the angle between the eccentric and crank for running ia 
each direction? 



CHAPTER IV. 



MODIFICATIONS OF THE PLAIN SLIDE-VALVE. 



26. Double-ported Valves. — It sometimes happens that 
the steam.port necessary to give sufficient opening must be 
very wide. The eccentricity must be correspondingly large 
to cause the valve to open the port fully. In such cases the 
valve is often made double-ported, as shown in Fig. 19. In 




Fig. 19. 

this figure each steam-passage a and b has two steam-ports 
•opening into it. The steam is not only around the outside 
of the valve, but also fills the passages d and e, which ex- 
tend entirely through the valve. 

As the valve moves to the right steam passes through 
both ports into the steam-passage a, while on the left steam 
passes out of both ports into the space under the valve, and 
thence to the exhaust. In designing a valve of this kind 
the problem is exactly the same as for a single valve, the 
only care that must be taken for the double-ported valve 
being to see that the opening e never passes over the left- 
hand port to the passage ^, and that the opening /never 
passes over the right-hand opening into the same passage. 

27. Allen or Trick Valve. — We have so far been dealing 
with valves made in the same shape as that shown in Figs, i 
and 10, but this form is modified in numerous ways to fit 
the varying circumstances under which it is to be used. 

28 
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The modification used on many locomotives, and known as 
the Allen or Trick valve, is shown in Fig. 20. a and b are 
the steam-passages, and c the exhaust-passage in the cylin~ 
der casting. The valve is a single casting dd, having a pas- 
sage e cast in it 

As the valve moves to the right, when the point/of the 
valve passes over the edge ^ steam passes under the right- 
hand edge of the valve through the passage e into the steam- 



passage «, while at the same time steam passes by the end i 
of the valve which has moved past the edge h of the port 
a, allowing steam to enter through double the area for the 
same movement that could be obtained with the ordinary 
valve. Exhaust takes place under the valve through the 
space k, as in the plain slide. 

When high-pressure steam is used the unbalanced pres- 
sure on the back of the valve is considerable, causing exces- 
sive wear, thus tending to make the valve leak, aid using 
considerable power to move it. To reduce this as much as 
possible some method of balancing is resorted to, and m the 
valve just described strips /, / on the back of the valve bear 
against the cover of the chest and prevent the steam Irom 
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passing into the space m, thus relieving the valve of the 
pressure over that area. 

28. Piston-Valves. — Piston-valves are used for the same 
purpose, a modern example being shown in Fig, 21, which is 
a sketch of the valve used on the Armington & Sims En- 
gine. 

a and b are the passages leading into the cylinder, con- 
tinuations of which extend entirely around the valve. g,g are 
■bushings which form the valve-seat, which are cylindrical, 



and have the proper openings into the passages leading to 
the cylinder. The valve itself consists of two flat flangec 
plates c and k, held at their proper distance apart by the 
hollow cyhnderrf, which also carries two discs, e and /, form 
ing passages next the plates c and k. Steam fills the space 
h inside the valve, and the exhaust takes place at each end 
of the valve at /, (. 

As the valve moves towards the left, steam passes, as 
shown by the arrow from the space A, directly into the left- 
hand port, and also into the passage between /and .' on the 
right, through the hollow stem d into the passage between 
c and e, and thence into the port also, thus making the valve 
a double ported one. The exhaust passes through ths pas- 
sage b into the space /at the end of the valve, and intc the 
exhaust-pipe. 

29. Taking Steam Inside. — In this valve, as in many 
others, steam is taken inside instead of outside ; but the steam- 
lap here, as in the case of the plain sUde, is the distance the 
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valve must move from its middle position to admit steam. 
In^this case also the valve must move in the opposite direc- 
tion to what it would were it a plain slide. The small figure 
would therefore show the method of connecting the eccen- 
tric and crank for motion in the direction of the arrow, if 
the eccentric were directly connected with the valve. 

30. Two or More Valves. — To separate the steam- and 
exhaust-passages so that the steam entering the cylinder 
shall not come in contact with a valve partly cooled by the 
exhaust, and oftentimes to get a better distribution of steam 
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Fig. 22. 

^nd exhaust, two valves or more are used. These valves are 
usually balanced by makmg them flat plates, and allowing 
them to move in a space just large enough to allow of free 
movement without steam leakage, or by fitting pressure- 
plates on the back of the valve, the position of which can 
be adjusted. 

Fig. 22 shows the four valves of a Porter Allen Engme, 
the exhaust-valves of which are connected to the same stem, 
while the steam-valves are usually connected to different 
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Sterns driven from the same eccentric, but in such a way that 
each valve is moving its fastest when opening and closing^ 
its port. 

In Fig. 22 steam fills the space a and extends around the 
pressure-plates bb. The steam-valves are shown at c and d, 
and consist of flat plates having rectangular openings 
through them. At e and /are the exhaust-valves, which are 
kept on their seats by the pressure-plates^. Steam passing 
from a into the left-hand end of the cylinder, and from the 
right-hand end through the exhaust-valve e, is shown by the 
arrows. 

If these valves were connected directly to eccentrics in 
the small figure, the steam-valve would be connected to a 
and the exhaust at by or both might be connected at a, and a 
reverse lever used to drive the exhaust-valves, as shown in 
Fig. 1 8. The actual method of driving these valves is shown 
in Fig. 53. 

QUESTIONS. 

36. Make a sketch of a section of a double-ported slide- 
valve. Why are double ports used? 

37. Sketch an Allen valve. What are its supposed ad- 
vantages ? 

38. Why are piston-valves used ? Sketch a piston-valve 
which would act as a plain slide. 

39. How does the valve oi the Armington & Sims engine 
work? 

40. How draw the Zeuner diagram lor a double-ported 
valve? 

41. What change is necessary in the setting oi an eccen- 
tric if steam is taken inside? 

42. Give a definition of steam-lap which would cover 
all valves which are a modification of the plain slide. 

43. Why are separate valves used for steam and exhaust? 

44. In what shape are flat valves made, and how are 
they kept steam-tight ? 

45. Describe the valves of the Porter- Allen engine. 
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PROBLEMS. 

i8. Given the maximum port-opening to be 4 inches:, 
double ports to be used, cut-off at .85 stroke, lap i^ inches, 
bridges i;^ inches, exhaust-port 7 inches, exhaust closes at .9 
return stroke. Make a sketch of a section of the valve, giv- 
ing all the dimensions on the face and seat of the valve. 

19. In a single-ported piston-valve taking steam inside, 
r = 2| inches, 6 = 30°, lap = J inch, exhaust-lap f '', steam- 
port i^ inches, bridge i inch, exhaust-port 3 inches, make a 
sketch showing the valve in the position it would occupy- 
when GO = 30°. 

20. One of the exhaust-valves of a four-valve engine is 
3f inches outside and 2^ inches inside. The exhaust-port is 
i^ inches and the exhaust-lap J''. If this valve is driven hy 
an eccentric having r = i J inches, and set with 30° angiihr 
advance, what is the crank position for opening and closing 
the port to exhaust ? What is the angle between the crank 
and the eccentric? How prevent steam escaping as the 
Valve moves the other way ? 

21. One steam-valve of a four-valve engine moves over a 
port if inches wide. The walls of the valve are i inch 
thick, and the cut-off is to take place at f stroke, with J'' lap. 
If r = I J inches, make a sketch of the valve when oj = 120°, 
and indicate the direction of its motion. 



CHAPTER V. 

EQUALIZING CUT-OFF, LEAD, COMPRESSION, AND 

RELEASE. 



31. Equalizing Cut-off. — Our diagram gives only the 
crank position corresponding to the points of cut-off, admis- 
sion, etc. If the corresponding position of the piston is laid 
down as shown in Fig. 6, it will be found that steam is 
admitted a longer time in the end of the cylinder away from 
the crank, than in the end towards it, due to the angularity 
of the connecting-rod. One way by which this can be over- 
come is by varying the lap on the two ends of the valve. 
Thus in Fig. 23 the piston, connecting-rod, and crank are 




Fig. 23. 

shown, and the crank positions ie and if for cutting off in 
both ends of the cylinder at the same point in the stroke are 
laid offc 

That is, the engine turns in the direction of the arrow, 
and the distance ac = bd. Lay off the valve-circles as shown 
at igk and ilh. The point g in which the line te cuts the upper 
valve-circle gives ^^for the lap on the right side of the valve, 
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The point A, when the line fi cuts the lower valve-circle, 
gives us hi for the lap on the left-hand side of the valve. 

It must be remembered that while we have made the 
cut-off equal in the two ends, we have the points of admis- 
sion and the leads different. In exactly the same way, by 
making the exhaust-lap unequal on the two ends either the 
compression or release can be made the same for both 
strokes. 

32. Equalizing Cut-off and Lead. — As equal cut-off 
means unequal lead in an engine as ordinarily connected, the 
converse is equally true, that if a simple slide-valve is set to 
give equal lead on both ends of the cylinder, the cut-off will 
be different in the two ends of the cylinder, and any change 
we may make in the valve or in the eccentric will not 
remedj'^ it. 

It is possible, however, in many cases to make both the 
cut-offs equal, and the leads practically so, by modifying the 
connection between the eccentric and valve. The leads 
may be slightly unequal, but the angles of lead or the dis- 
tance the piston has to travel can be made exactly equal. 
Fig. 24 shows how this may be done. 

Determine from the valve-diagram the angular advance, 
eccentricity, lap, etc., to give the required cut-off on one 
end. Addmg 90° to the angular advance will give the angle 
between the crank and eccentricity. In Fig. 24, with ^ as a 
centre, and a radius equal to the half-travel of the piston or 
the throw of the crank, draw the circle drfek. Make ra 
equal to the length of the connecting-rod and ab the stroke. 
Let ^ be the point of cut-off as the piston travels, from a to 
b, and h the point of cut-off on the return stroke. With g 
and h as centres, mark the position/ and k of the crank at 
the points of cut-off. Let cd and ce represent the crank 
position lor the opening of the port. Lay off from cdy cfy ce, 
and ck an angle equal to that between the crank and the 
eccentric in the direction in which the engine is to run, giv- 
ing the points d\/\ e\ and k' on a circle whose radius is the 
eccentricity. 
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FLvidently when the one end of the eccentric-rod is at d* 
or /' the valve must be at the same point, for when the 
eccentric is at d' the port is opening to steam on the rights 
and at f it is closing to steam on the right. Similarly, if 
one end of the eccentric-rod is at e\ the other end must be 
at the same point as when the eccentric end of the rod is at k\ 

Taking the length of the eccentric-rod as a radius, draw 
arcs with d' arid /', and / and k' as centres, and call the 
points of intersection / and m. Bisecting the line ml by the 
perpendicular np, and taking any point p in this line and 




Fig. 24. 

drawing a line pq at right angles to cb, gives us an angle 
qpn. If we make a bell-crank lever with this angle between 
the arms, and connect the arm q to the valve and n to the 
eccentric-rod, the arms of the lever being of such a length 
that the valve moves the proper distance, the cut-off and 
lead on one end will be exactly equal to that on the other. 

To determine the point/, lay off nr equal to nm and draw 
rt equal to the lap and at right angles to the direction of 
movement of the valve-stem. Through n and i draw nq, and 
at q, where this line cuts the line of movement of the valve- 
stem, draw /^ at right angles to that line or parallel to rt. 
Then / will be the desired point, <is pq:np::rt: nr or as /w : 
2 times the lap. Care should be taken that the eccentric-rod 
and bell-crank arm do not come too nearly in one straight 
line. 

33. Equalizing Exhaust and Compression. — In exactly 
the same wav, bv marking the position of the eccentric for 
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exhaust and compression on both ends, points similar to / 
and m in Fig. 24 can be obtained, and the exhaust and com- 
pression on both ends made alike. If these points should 
fall in such a position that the same arc would pass through 
them, and also the points / and m, it would be possible to 
design a motion that would give equal cut-off, lead, exhaust, 
and compression. Ordinarily this is not possible, and the 
radius// should be so taken that the arc passes through the 
points / and m, and as near as may be to the points for 
face above or below the line Im^ depending on the position 
of the points found for equalizing compression and exhaust* 
34. Circular Diagram for determining Movement of 
Piston. — A rather more convenient method of laying down 
the piston position for some cases is shown in Fig. 25. 
Suppose a to be the centre of the shaft, ab the crank on one 
dead-point, and be the connecting-rod. With <2 as a centre 
draw a circle with ac as a radius, and with ^ as a centre 
draw a second circle with be as a radius. Suppose that the 




Fig. 25. 



crank remains fixed at ab, and the connecting-rod turns 
about b. When the end of the connecting-rod reaches any 
point as g, the angle between the crank and a line to the end 
of the connecting-rod is gac. 

The distance gk is the amount the end of the connecting- 
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rod has moved towards the centre of the shaft when the 
angle between the crank and piston line \^ gac. Now draw 

another circle with a radius ad, less than ac by the stroke: 

then when the angle between the crank and piston travel is 

cag, the piston is hg from one end of its stroke and gi from 

the other. To find the position of the piston for any position 

of the crank, draw the line ah for the position of the crank: 

then hg is the distance from one end and gi from the other 

end of the stroke. 

If the position of the piston is given, the crank position 

can be found as follows : Taking cd as the stroke, take the 
point j as the position of the piston for which the crank 
position is required. Draw an arc with a as a, centre and 
aj as a radius, until it cuts the circle having the point ^ as a 
centre in the point k. ak is the crank position desired. 

QUESTIONS. 

46. On which end of the cylinder must the lap be the 
greater for equal cut-oflFs ? 

47. If a plain slide-valve is directly connected to an 
eccentric, and is set for equal lead, on which end is the cut- 
off the shorter ? 

48. A double-ported piston-valve, taking steam inside, is 
driven directly from the eccentric. On which stroke will the 
cut-off be greater if the valve is set with equal lead ? 

49. What effect has a rock-shaft on the equality of cut-off 
if a valve is set with equal lead ? 

50. How equalize the cut-off by varying the lap ? 

51. Could the cut-off be equalized by moving the valve 
on its stem ? If so, by how much ? 

52. Can the cut-off and /ead be always equalized? If so, 
how? 

53. Explain the method of determining an equalizing 
rock-shaft. 

54. Is it possible to equalize the lead, cut-off, and the 
opening and closing of the exhaust ? 

55. How can a circular diagram be drawn to represent 
Jthe movement of the piston ? 
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PROBLEMS. 

22. Given r = 2| inches, ports \^' , bridges \^\ exhaust- 
port 3i", ^ == 30°, stroke 18 inches, connecting-rod 45 inches. 
What must be the lap to cut-off at 14 inches on each stroke? 
If the exhaust is to close at 16 inches, what must be the 
exhaust-lap on each stroke ? Sketch the valve in its central 
position. 

23. Given steam-port if inches, r = 2^ inches, cut-off 
in each end to be at .8 stroke, stroke 22 inches, connecting- 
rod 86 inches, and eccentric-rod 65 inches, the distance from 
the centre of the piston-rod to the centre of the valve-stem 
being 18 inches. Required the position of the centre, angle 
between the arms and length of the arms of an equalizing 
lever, to make the cut-off and angles of lead equal. 

24. In a certain engine the ports are if inches and the 
steam-lap \ inch, lead f inch, exhaust-lap o. The stroke is 
24 inches and the connecting-rod 90 inches. The valve is 
set for equal lead. How much must it be moved on its 
stem to equalize cut-off ? Where is the piston when the port 
opens and closes to exhaust and steam in both ends of the 
cylinder? 
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35, Desig^ning a Plain Slide-Valve. — In designing the 
•valve and connections for an engine, certain data are fixed 
by the details of the engine itself. Thus the distance from 
the centre of the shaft to the centre of the ports is fixed. 
The size of the ports depends on the diameter of the cylin- 
der and the number of revolutions per minute, as steam 
.should not be made to travel faster than 6000 to 8000 feet 
per minute through the steam-port, or than 4500 to 5000 feet 
per minute through the exhaust-port. 

A good rule is to multiply the area of the piston in 
square feet by the stroke in feet, and by the number of 
strokes per minute, and divide by 6000 for the area of the 
steam-port in square feet. 

The thickness of the bridges between the steam and ex- 
haust passages is determined principally by the thickness of 
the cylinder wails and other adjacent parts of the casting, 
and is generally about the same thickness as the cylinder. 
A good empirical rule is to make the bridges .4'' 4" -5 the 
\width of the steam-port in inches. 

To retain always an of)ening under the valve equal to 
the area of the steam-port, the width of the exhaust-port 
ishould be at least 

r + .5 steam-port + exhaust-lap — .4 inches. 

The amount of lead to be given to a valve is entirely a 
matter of experience, and must be assumed. In locomotives 
it varies from o to i inch, being about f inch when the valve 
has its least travel, and from o to -^^ when it has its greatest 
travel. In marine engines the lead varies from o to li 
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inches. The angle of lead in stationary engines is from o** 
to 8°, and in marine engines should be not over io°. 

The outside lap varies from J to i J inches in locomotives 
and I to 3J inche$ in marine engines, while the inside lap 
varies from o to J inch in locomotives, and o to li inches in 
marine engines. 

The eccentricity varies in locomotives from 2 to 3 inches, 
while in marine engines S to 6J inches is about the average. 

Assuming data for a particular case as follows, required 
all the dimensions of the valve and gear : 

Stroke of piston ; length of connecting-rod ; point of cut- 
oflF on each stroke ; width of steam-port ; width of exhaust- 
port ; steam-lead ; distance from centre of piston-rod to 
centre of valve-stem ; distance from centre of shaft to centre 
of exhaust-port ; point of exhaust closure on both ends ; thick- 
ness of bridges on valve-seat ; ports to be on top of cylinder, 
and to be connected through an ordinary or through an 
equalizing reverse-lever. 

36. To determine Approximate Solution. — In Fig. 26 
draw «^ and ^^ at right angles through o. With t? as a 
centre, with any convenient radius draw ehf to represent the 
crank-pin travel, and lay ofif fg to represent the position of 
the piston at cut-off. Draw^A at right angles to ab, and draw 
oh to represent the position of the crank at cut-off. Continue 
this line to i so that oi equals the lead. Make ij equal to the 
maximum opening of the port. T>T2iW jk parallel to ob and 
equal to the port-opening, and join ok. Make 0^ = the lead 
= oi,^xid draw 4 — 5 parallel to ob until it cuts the arc drawn 
with ^8 as a radius. Lay off the arc 8 — 6 from 5 to 7, and 
draw 07 and produce it to /. Then col is the angular ad- 
vance. 

Take any point as ^ as a centre, and draw the trial valve- 
circle cutting ol in m. With t? as a centre, draw the trial 
lap-circle. Measure /w. As it should be equal to the port- 
opening, draw any line mq through m equal to the port- 
opening. Join / and ^, and draw or through parallel to pq. 
mr is the eccentricity. With half mr as a radius, describe 
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the valve-circle ynx. Draw the lap-circle yx. Then zob is 
the angle of lead, ox is the lap, on is the eccentricity, and 
con the angle of advance which we will use. (The method 
shown in Fig. lOO can be used to find these quantities.) 




a 

Fig. 26. 

Find 02 the point of closing of the exhaust, and ^3 is the 
exhaust-lap. A section can now be drawn through the valve 
and ports as shown in Fig. 27. From the data of the engine 




Fig. 27. 

we have ab, be and acy and ef and dc. Make fg and dh the 
steam-lap, and ej and ci the exhaust-lap. The rest of the 
valve can then be drawn m, takmg care that the exhaust- 
steam in passmg under the valve mto the exhaust-port has 
fully as much area to pass through as m the passages. 
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The length of the valve over all is df -\- twice the steam- 
lap. The valve-chest must be at least long enough to allow 
the valve to move from its middle position a distance equal 
to the eccentricity in either direction. The length of the 
chest inside must be greater than df-\- twice the lap + twice 
the eccentricity. The valve-stem must project through one 
side of the chest when the valve is at its farthest distance 
from that side, and the length of the stem can be determined. 
The distance from the centre of the shaft to the centre of 
the exhaust-port less the length of the valve-stem can be 
taken as the length of the eccentric-rod. A reverse-lever of 
equal length on each arm, and supported midway between 
the centre of the piston and the centre of the valve-stem; 
would give the proper reversal. 

If a valve is connected up as just determined, the eccen- 
tric-rod taking hold of the valve-stem through the reverse- 
lever, the conditions of the problem would be approximately 
solved, and ordinarily this would be sufficient ; but if exactly 
•equal cut-off and lead on each end is required, the following 
is the method of proceeding : 

37. Equalizing Lever. — The more nearly the figure is 
-drawn full size, the more nearly accurate the dimensions 
will be, as many of the circles intersect at very acute angles, 
allowing considerable error if drawn to small scale. 

Draw the circle ecb. Fig. 28, with radius equal to the 
throw of the crank, and a'c'd' with radius equal to the eccen- 
tricity. Make bg the length of the connecting-rod, and 
gh = the stroke. Lay off the angles aob and eod = the angle 
of lead from Fig. 26, and make gj and At equal to the pis- 
ton travel to the point of cut-off. From j and i, with the 
length of the connecting-rod as a radius, mark the points c 
and /f and draw the lines oc and of. Lay off points on the 
eccentric-circle so that aoa\ /o/\ coc' , and dod' are equal to 
90° minus the angular advance, as a reverse-lever is to be 
used, and are laid off behind the crank. With a' and c' as 
centres, and radius equal to the length of the eccentnc-rod, 
draw two arcs intersecting at /. Similarly, from /' and d' as 
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centres, draw arcs in- 
tersecting at ^. In a 
similar way lay off the 
angles eox and z£^^^ 
equal to the exhaust- 
angle of lead as shown, 
in Fig. 26. Make hs ^ 
gt = the piston posi- 
tion for exhaust- 
closure, and mark the 
positions u and v on the 
crank-circle. 

Lay off the points. 
u\ v'j w\ and x' so that 
the angles uou\ vov\ 
etc., are equal to aoa\ 
From w' and «', with 
the eccentric-rod as a 
radius, mark the point 
;/, and from x' and v^ 
mark in. Bisect kl by 
the line yp, and select 
a point / on it such 
that pk will describe 
an arc which is as close 
to m as to n. 

Draw qq^ at the 
given distance from A^^ 
and parallel to it, for 
the position ot the 
valve-stem. As this 
distance is given in our 
data,/ should be so se- 
lected that, while the 
end of the eccentric- 
rod moves from k to /» 
the end of the valve- 
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stem moves twice the lap from q to r. The arms of the 
reverse- lever should make an angle of ypz, and the arms 
should be pk and pr inches long. The centre of the beli- 
crank should be op' from the centre of the shaft and //' 
above it. Our valve-stem mnst be determined exactly for 
the reverse-lever. 

SETTING THE VALVE. 

38. To put the Engine in the Centre. — Having the 
engine near the centre, turn it away from the centre about 
fifteen degrees. Put a centre-punch mark on the frame in 
such a position that a tram will readily reach to a turned 
portion of the shaft or wheel. Mark with the tram a line 
on the wheel, and scribe a mark across the cross-head and 
guide. Turn the engine past the centre we are working for 
until the mark on the cross-head and guide again exactly 
correspond. Do not turn it past and bring it up again. 
Again mark with the tram on the wheel. 

Bisect the distance between the tram-marks, and turn the 
wheel until the point midway between the marks is just the 
length of the tram from the fixed point on the frame, and the 
engine will be on the centre. The other centre can be fixed 
in the same way. 

39. To Set the Valve. — It is first necessary to adjust 
the valve on its stem and then to place the eccentric. 

With the engine on one centre, set the eccentric about 
in the right place, a little ahead if anything, to have the 
ports well opened. Measure the lead. Turn the engine' in 
the direction it is to run to the other centre, and again 
measure the lead. Move the valve on the stem half the 
difference of the leads on the two ends, so that if again tried 
they would be alike. Now move the eccentric on the shaft 
far enough to close the port and then back until the proper 
auiount of lead is showing. Secure the eccentric in position, 
and the work is done. 

In putting the engine on the centre, the lost motion 
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should be taken up so that the distance from the crank-pin to 
the cross-head pin is the same on both sides of the centre. 

In taking up the lost motion of the eccentric and valve- 
rod it should always be done in the direction in which the 
engine is to turn. 

QUESTIONS. 

56. What data must be determined before the valve for 
an engine can be designed ? 

57. How is the width of the port determined ? 

58. How wide should the exhaust-port be ? 

59. What should be the thickness of the bridges ? 

60. What are the usual limits of lap, lead, eccentricity, 
and angular lead ? 

61. Explain in detail the usual method of determining 
the parts of the valve and connections. 

62. How is the equalizing lever laid down ? 

PROBLEMS. 

25. An engine 18 inches cylinder diameter by 24 inches 
stroke makes 125 revolutions per minute. The steam ports 
are 15 inches long. Determine width of steam-port, thick- 
ness of bridges, and least width of exhaust-port. 

26. An engine with the ports as in Problem 25 is to 
cut off at .8 stroke in each direction. The lead may be be- 
tween i and f inch. The connecting-rod is 60 inches long, 
and the valve is on the side of the cylinder. The exhaust- 
lead is to be i inch on both ends. Determine all the other 
parts of the motion. 

27. An engine having ports as above is 140 inches from 
centre of shaft to centre of exhaust-port. The valve-stem is 
40 inches long. The valve is above the cylinder, and the 
valve-face is 14 inches above the centre-line of the cylinder. 
If possible, with equal laps the cut-oflF is to take place at .8 
stroke, and admission at 7° before the dead-point. Assume 
any other data that may be required, and design the-entire 
motion, giving all the dimensions. 
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40. The Link. — The arrangements we have been deal- 
ing with heretofore have been for the purpose of causing the 
<)ngine to run in one direction only. If an engine with an 
ordinary slide-valve had two eccentrics attached to the shaft, 
one for running in one direction and one for running in the 
opposite, so that either could be connected with the valve, 
the engine could be made to run in either direction. The 
ordinary device by which one or the other eccentric actuates 
the valve is called a link-motion. The one probably most 
commonly used is called Stephenson's link, a centre-line 
sketch of which is shown in Fig. 29. ab is the crank, ^7^ and 
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Fig. 29. 

nd are the eccentrics, ce and df are the eccentric-rods, and 
ef is the link, gh is the valve-stem, the end g of which 
moves in a slot in the link. 

Evidently if the link ef is lowered so that e comes to g, 
the eccentric ac moves the valve, and the engine turns in 
the direction of the arrow. If the link is raised the whole 
Vr^ay, the eccentric ad moves the valve, and the engine turns 
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in the opposite direction. At any intermediate position the 
valve partakes of the motion of both eccentrics. 

The link is caused to move by a hanger, as kf, attached 
to a point on the link, and having the other end pivoted to 
one arm kl of a bell-crank lever klm^ so that by moving m 
to the right or left the link is raised or lowered. 

41. Point of Suspension. — As the object of this arrange- 
ment is simply to raise and lower the link, and as / moves 
in an arc of a circle around k, the point on the link to which 
the hanger is attached should be such that it will not influ- 
ence to any great extent the motion derived from the 
eccentric. This result can only be obtained by attaching 
the hanger to that point of the link which is most to be used. 

In Fig. 30 suppose /' to be the point in the link at which 




Fig. 30. 

the link is mostly to be used. If the hanger is attached at 
p- , when the link is lowered to move the valve the point/' 
moves in the arc of a circle with/'^ as a radius, the point 
p' moving very nearly in the straight line ah, and all the 
motion derived from the eccentrics being transmitted to the 
Valve. Suppose now the hanger had been attached at n on 
the chord of the link. The point n will now move in the 
line ah, and the point p\ to which the valve-stem is attached, 
will move in a curve like that shown. 

42. Slip of Block. — It is evident that as the valve-stem 
is constrained to move in the line ah, the link must slip up 
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and down as the shaft turns, 
and this is objectionable, if 
excessive. Ordinarily the link 
is suspended at one of three 
points — the lower end of the 
link, the centre of the arc of 
the link, or the centre of the 
chord. The last point, al- 
though probably the most 
often used, is not a good one, 
as there is always slip in the 
link in every position. 

A series of experiments 
made by Prof. Marks shows 
the amount of slip for varying 
positions of the link and end 
of the hanger. In Fig. 31 four 
sets of diagrams are given lor 
a link of the kind we arc deal- 
ing with. 

In set A the hanger had its 
lower end attached to the 
centre of the arc of the link, 
and the slip increases both 
ways from the centre ; the set 
B is obtained when the lower 
end of the hanger is attached 
at the centre of the chord of 
the link, and there is no position 
of the link at which the slip is 
zerof set C is taken with the 
hanger attached to the bottom 
of the link, the slip when the 
block is on the upper half of 
the link being excessive, or 
great enough to interfere with 
the proper distribution of 
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steam ; set D is taken with the link suspended on the arc 
half-way between the centre and bottom of the link, and 
is used to show that the hanger should be attached at the 
point most to be used if otherwise practicable. 

43. Radius of the Link. — The radius of the link is usu- 
ally taken as equal to the length of the eccentric-rod 
for the purpose of making the valve move equally on both 
sides of a fixed point, no matter what is the pOvSition of the 
link. This it does not exactly accomplish, but it is nearly 
correct. The radius of the link is sometimes made equal to 
^e, Fig. 29, when the link is in its middle position and the 
eccentrics are as shown, and it is sometimes made equal to 
^e, the point q being half-way between c and d, as shown. 

Practically there is no advantage in taking any one of 
these three lengths as far as keeping the centre of the move- 
ment of the valve at the same point. 

44. Kinds of Links. — The links ordinarily used are rep- 
resented in Fig. 32, in which A is the form usually used on 







■m 




Fig. 32. 

locomotives. The eccentric-rods are connected at d and e. 
The hanger is attached to a saddle /, and the end of the 
valve-stem is connected to a rectangular block g, called the 
link-block, sliding in the slot. 

Another form of the slotted link is shown at By which is 
connected to the eccentric-rods on the ends instead of at the 
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side, as in -^ . Larger eccentrics and a longer link are required 
than with form A to get the same movement of the valve. 

The form often used on marine engines is shown at C 
Two similar bars hh are held apart by the studs rf, e^ to which 
the eccentric-rods are secured, to an extension of one of 
which the hanger is usually fastened. 

• 

QUESTIONS. 

63. Why is a link-motion ever used ? 

64. Make a sketch of a Stephenson's link. 

65. Where on the link should the suspension-rod of the 
link be attached ? 

66. What effect has attaching the link to a point on the 
chord ? 

67. What is meant by slip? 

68. How is slip affected by attaching the suspension-rod 
at different points on the link ? 

69. What is the radius of the Imk ? 

70. Why is the link curved at all? 

71. Sketch the different forms of link. 



CHAPTER VIII. 

THE VALVE-DIAGRAM. 

45. Travel of the Valve. — In our work, as ac is or should 
be small compared with ce^ we will assume that e always 
moves in a straight line through a and ^, and also that the 
angle eah is practically constant for any position of the link, 
•during one revolution of the shaft. We will assume that 
the chord of the link is 2^, and that the distance the link is 
raised or lowered from its middle position is — or + ^• 

In Fig. 33 call ac =: r = ad^ ce =. g =^ dr, er = 2c, and 
no = v!o' = «. It is now required to find the distance the 
valve has moved from its central position when the link is 
lowered a distance u, and the crank has moved through an 
angle qd from the dead-point. In the figure the light lines 
show the position of the entire arrangement for « = o, 
<w = o, and the heavy lines when the link is lowered u, and 
the crank has moved go, / practically moves in ae\ and call 
hae' = y. If the angle of advance is d, the distance e' has 
moved from its central is given by dropping a perpendicu- 
lar c's from c' on ae' , Then as is the distance e' has moved 
from its central position. Now as =z r cos c'ae' = r cos 
(90 — GO — 6 — y) from the figure. 

Assuming that for the present the lower eccentric has 

not moved, the movement of n' to the left would be —7-7 

r e 

c — f— u 
times as much as e' or — ■ — r cos (90 — g? — (J — ;/). But the 

movement of e' has been along ae\ so that the point v! has 
moved horizontally or along ah only cos y times this dis- 
tance, or 

— ' — r cos (90 — ft? — d — ;/) cos y. . . . (A) 
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to 



Similarly we could have considered that the point r' had 
moved a distance equal to at (when t is the foot of a perpen- 
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dicular from d' on ar') to the left of its middle position;. 
Calling har' = y\ we have 

at = r cos (90 — y' ^ d -\- go), 

and this would have caused n' to move to th^ left a distance 



X^^Xcos;^' or r cos {go— y' —6 -^-gd) cosy . (B) 

If then we had supposed that first both eccentric-rod 
ends e' and r' were in their middle positions, and first e' and 
then r' had moved to the position shown by the heavy lines 
in Fig. 33, the valve would have moved a distance equal ta 
the sum of (A) and (B), or 

c -\-u . . 

X = r cos (90 ,— GO — 6 — y) cos y 

+ — — r cos (90 — y' — 8'\-Go) cos y\ 
or 

X •=. r sm (c» + o + y). cos y 

+ —^ r sin iy' J^8— go) cos /. (C> 

From the figure, as y and y'^ are small angles, 

, . c — u , ■ c-\-u 
cos y = I, cos y = i, sm y = , sm y ■= . 

Expanding equation (C) and putting in the above values,. 
we have 

< = — 1 2 ■- cos o cos GO + ^^sin o cos go -\- 2u cos o sm c»J: 



2^\ g 



c^ — u^ A . ur 



= r cos r«? [sin S -[- cos d j -| cos d. sin go ; 
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which gives the distance the point n has travelled from its 
middle position. This movement is practically transmitted 
to the valve, and we can call i£ the distance the valve has 
moved from its central position. 

46. The Valve-diagram. — We have seen that for a single 
eccentric the movement can be represented by 

;r = z' sin (fi? -j- <^) = ^ sin go cos 6 -{-r cos oo sin d ; 
or if we call r cos d = A and r sin d = B, we have 

X = A sin GO -]- B cos 00. 

In this equation A and B are evidently the coordinates of 

A B 

the point/in Figs. 11, 14, 15, or 16, or — and - are the coor- 
dinates of ^, the centre of the valve-circles. Similarly for a 
Stephenson's link, if we call 

ur I (? — t^ \ 

A — — cos d and B = r I sin 6 -\ cos 6\^ 

we have 

X =i A sin GO '\- B cos go ; 

showing that the valve movement can be represented by a 
circle as in the case of a single eccentric. 

If in any Stephenson's motion we have r, c, d, and ^ 
given, for each value of u we can determine A and B from, 
the equation, and can draw the valve-circle corresponding 
to the position of the link, and then determine the various 
points of opening and closing of the ports. 

If ti = c, then Ac=^ r cos S and B^ =^ r sin (J, and the dia- 
gram is exactly the same as for a valve moved by a single 

eccentric. If ^ = o, -^o = o and B^=^ r (sin 6 -\ — cos sV and 

for values of ti between c and o, the values of A and B fall 
between those given. 
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A B 

47. Curve of Centres. — Calling — and — the varying 

coordinates of the centres of the valve-circles for different 
values of u^ we have by eliminating u from the values of A 
and B the follov?ing equation, 



^V 



r \ sin 6 -f- 



r* cos' <J 



<^g 



cos d j = B^ 



-which must be the equation to the curve in which the centre 

of the valve-circle moves as u changes in value. 

As this equation has only A^ in it, the curve whose coor- 

A B 

•dinates are A and By or — and — , is a parabola. The axis of 

B is the principal diameter of the parabola, and we have 
already seen that it passes through the points 



2 
2 



- cos o , 

2 ' 

r . . 

- sm o, 

2 ' 



and 



2 
B, 



o, 



— = — Ism o A — cos 6 
2 2 \ ^ sr i 



r 



48. To lay down the Valve-diagram. — We are now 

in a position to lay down the valve-diagram for any value 
of u. In Fig. 34 draw ab and cd at right angles to each 
other. Lay off aof^=^ <^, make t?/= r, and draw the valve- 
circle with t?/as a diameter. This then is the valve-diagram 
ior u = c. From 2, the centre of this circle, draw zg at right 
angles to cd and equal to g. Draw gk parallel to cd and equal 

f 
to c, and join z and //. Then oi = - sin d from the figure, and 



ij : gh :: ^^* : ^^, 



or 



z. v^ • <^ X — cos S 
.. gkXzt 2 cr 

tj = = = — cos (J, 

-^^ ^ 2g ' 
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and 

^y=^ (sin <^ + ^cos <^) = — % 

for « = o. 

A parabola can now be drawn through z and /, having j 
as a vertex and/V: as the principal axis, by any known method ; 




Fig. 34. 

or an arc of a circle having its centre on cd and passing 
through z and / is close enough for practical purposes. 
Drawing the arc as shown, we can find the centre for any 
other value of u as follows : 

— ^ = -^ cos <y, 



Ac r 
For M =^ Cy — - =. — cos d, and for u 

22 



u 



2C 



A. 



and consequently -~- =— . Then to draw the valve-dia- 
gram for « = -, make />fe = J x -s-/ and draw kl parallel to cd. 
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Then / is the centre and ol is the radius of the valve-diagram 

c 
for « = — . As the angle gzh only is required, the lines zg 

and g/i can be drawn to any scale. 

49. The Virtual Eccentric. — By the virtual eccentric is 
meant the eccentric which with certain given values of d and 
r would give the same distribution of steam as the entire 
link-motion, and the valve-diagram drawn in the last article 

with 0/ as a radius is the virtual diagram for w = -; or if 

the link-motion was replaced by a single eccentric having 

r = 20/ and S = aol, the distribution of steam would be the 

c 
same as with the link at the point « = -. 

50. Designing the Gear. — The designing problem is 
somewhat different. It may generally be stated as follows : 
Given ports, maximum point of cut-off, lead or angle of 
lead, distance from the centre of the shaft to the centre of 
the ports, to lay down the motion. The diagram for u ^= c 
can be laid down from the data given as already shown for 
a valve with one eccentric, and the lap and value of r de« 
termined. 

51. Valve-stem and Eccentric-rod. — The maximum 
length of valve-stem should then be determined from draw- 




FiG. 35. 

ings of the steam-chest and ports. This taken from the dis- 
tance between the centre of the shaft and the centre of the 
exhaust-port is the distance from the centre of the shaft to the 
middle position of the centre of the arc of the link. Thus, in 
Fig- 35> ^ ^^d b represent the two positions of the link when 
the crank is on the dead-points, and the distance we have 
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just determined should be the distance oc to a point half-way 
between a and b. This distance is practically g, and in de- 
signing may be taken so, any slight error being corrected in 
setting the valve, as the valve-stem should always be ad^. 
justable. 

52. Length of Link. — To determine c, the half-link is 
rather a question of experience than of calculation. The 
chord of the link should be longer than the distance between 
the centres of the eccentrics, or it would be in line with the 
eccentric-rod at some time during the revolution of the 
crank. Perhaps a fair value would be ^ = f ?' to 3^. We 
have now all the data necessary to draw the valve-diagram, 
for any value of u, 

53. The Hanger. — There is one other point to be con- 
sidered, and that is the position of the upper end' of the 
hanger by means of which the link is moved, and this, of 
course, depends on the point of attachment of the link to the 
hanger. Suppose, first, that it is attached at the centre of the 
arc of the link. In Fig. 35 we have seen that the centre of 
the link, when the engine is on the dead-points, is equally 
distant from c ; that is, for the central position of the link the 
centre of the hanger should be directly over ^, which is at 
a distance g from 0, and at a distance h = the length of the 
hanger above od. It would be better, however, to lay off 
such a distance above c that the arc described by the lower 
end of the hanger would be equally above and below the 

f I ^ 

line aby that is, the distance above c, A^ = A ii — - vers - 

when A = length of the hanger, and 6 = arc described by the 
hanger. 

According to Zeuner, the upper end of the hanger should 
move in the arc of a parabola, which can for all practical 
purposes be replaced by the arc of a circle. In this particu- 
lar case we have taken, the arc should have its centre directly 
over the centre of the shaft, and at a distance k above it, and 
the radius should be^, the length of the eccentric-rod. 



I 
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Actually, this is impracticable ; and a convenient way of 
laying it down is as follows : 

In Fig. 36 let ab be the line in which the valve-stem 
moves, a being the centre of the shaft. From a lay ofi ac 






4 




a 



Fig. 36. 

equal to the length of the hanger. With ^ as a centre and 
^ as a radius, draw the arc dfe. Make^^ z=z gd = c. Then 
•efd is the arc in which the end of the hanger should move. 
This would require that one arm of the' bell-crank lever 
should be equal to g. Assume that the greatest lever allow- 
able is equal to the distance ///. From any point h in cf, with 
hi as a radius, draw klj. Make kj = de, Mark the centre of 
^7 at w, and of ^ at n. Move A to the right a distance mn 
to A' ; then A' is the centre for the bell-crank. The arc with 
/i^ as a centre and /i/ as a radius will then correspond with 
the arc d/e at two points, and will be nearly right through 
the rest of its motion. 

If it is known that the engine is to run mostly with the 
link in one position, the corresponding point in d/e should 
be determined, and the point A' so fixed that the arc with /il 
as a radius would pass through that point on d/e, 

54. Link Suspended at Bottom or Centre of Chord.— 
If the link is suspended at the bottom, exactly the same con- 
struction will hold good, except that instead of using an arc 
lying equally on both sides of c/ it should he all below this 
line, or ^^/ should be 2c. If the link is suspended at the cen- 
tre of the chord, the point c should be moved in the figure 
to the left of the line ac a distance equal to the distance from 
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the point of suspension on the link to the arc of the link, or 
the distance ad in Fig. 35. 

55, Open and Crossed RodSw — As shown in Fig. 33. the 
gear is said to be with open rods. Had the eccentric-rod 
from c been attached to r, and that from d to e, the gear 
would have been with crossed rods. In other words,with the 

r 

crank on the dead-point away from the link, the gear is said 
to be with open or crossed rods, as the eccentric-rods stand 
apart or are crossed when viewed as in Fig. 33. 

All our reasoning and formulae apply to crossed rods as 
well as to open rods by putting for c, — c. The travel of 
the valve becomes 

( ^ Jt ^' — «' A ^^ i^ • . 

;r = r COS 00 Ism o — cos o] — — cos o sm G7. 

\ eg f c 

In Fig. 34, c being negative, gh should be laid off to the left 
of zg, and zlj curves the opposite way. The link must now 
be raised to turn the engine in the direction of the arrow in 
Pig* 33> 2ind lowered to turn in the opposite direction. 

QUESTIONS, 

72. What is the equation for the movement of the valve? 

73. What approximations are made in determining the 
movement of the valve? 

74. What is the valve-diagram for the Stephenson link 
when u has a given value ? 

75. What is meant by the curve of centres? What is 
this in the Stephenson link, and how can it be replaced by a 
circle on the diagram ? 

76. Explain fully the method of laying down the Zeuner 
diagram tor the Stephenson link. 

TT. What is meant by the virtual eccentric ? Sketch a 
Stephenson link-motion and the virtual eccentric by which 
it might be replaced. 

78. How determine the length of valve-stem and eccen- 
tric-rod for a given engine ? 
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79. What should be the length of the link? 

80. How lay down the curve in which the upper end ol 
the hanger or suspension-rod shoald move? 

81. When the link is suspended at the top or bottomi 
how much of the arc moved through by the arm of the 
reversing-shaft or tumbling-shaft should be used? 

82. What is meant by crossed rods? 

83. How draw the diagram for crossed rods? 

84. Make a sketch with the crank on the centre towards, 
the link of an engine with crossed rods. 

PROBLEMS. 

28. Given diameter of cylinder 18 mches, stroke 22 inches^ 
connecting-rod 88 inches; port-opening 3 inches, cut-ofif whea 

« = ^ at .8 stroke in one end ; length of link 13 inches, eccen- * 
trie-rod 66 inches, <J = 20°. Draw the Zeuner diagram and 
determine the point of cut-off, when « = 3 and 4J inches, in 
both ends of the cylinder, the lap to be the same on both 
ends. 

29. Eccentric-rod 50 inches, connecting-rod 82^ inches, 
stroke 22 inches, angular advance 16°, cut-off for « = ^ at .85 
stroke, 2c •=. \2\ inches, r = 3". What must be the lap on- 
each end of the valve and what the lead and cut-off when 
« = 4 inches with crossed rods. 

30. In the valve-diagram for the last problem lay down 
the parabola for the curve of centres, and determine in inches 
the actual difference m cut-off between that given for the 
circular curve of centres and that lor the parabola tor w =4 
inches, on both strokes, the lap to be as determined in the 
last problem. 

31. Given r = 4 J inches, eccentricrod 76 inches, ic = 24 
mches for a bar link. 12 inches is the greatest movement 
of the hnk-block m the Imk. If the angle of advance is 18°, 
what is the crank position lor cut-off? If the cut-off is to be 
at .7, the stroke and the angle of lead to be 7*^, what is the 
angular advance? 



CHAPTER IX. 

EQUALIZING LEAD AND CUT-OFF. 

56. Equalizing Lead. — An examination of Fig. 34 shows 
that for open rods, as the value of u becomes less, the lead 
increases. This is sometimes prevented to a certain extent, 
or rather the variation of lead is lessened, by changing the 
angle of advance, or what amounts to the same thing, by 
making the angle ot advance of the two eccentrics different. 
In Fig. 37 (which is practically Fig. 29 with the line ab' 
added), if ac and ad 2ire the eccentrics in the same relative 




Fig. 37. 

position, the crank now occupying the position ab\ it is evi- 
dent that the crank has not reached the dead-point by the 
angle dai\ 

In Fig. 38 we have the valve-diagram for seven positions 
of the link — three for running in one direction, three for the 
other, and one for the link in its middle position, or in mid- 
gear, as it is called. Evidently in this figure the line ai repre- 
sents the position of the crank when the old crank ab^ Fig. 37, 

js on its dead-point. When the new crank ad^ of Fig. 37 reaches 

63 



64 



VALVE-GEARS. 



the dead-point, the old crank in Fig. 38 has moved to ab\ the 

angles bab' in the two figures 
being equal. That is, ab' cor- 
responds to the dead-point of 
the new crank. If, therefore, 
we turn the entire diagram 
through the angle bab\ we have 
the circles in the positions we 
are accustomed to see them, ab 
is again the dead-point, and the 
angle of advance for the upper 
circle has been increased by 
bab', while the angle of advance 
for the lower circle has been 
decreased by the same amount. 
An inspection of the figure 
will show that the lead does 
not vary so much in the upper 
valve-circles when ab' is the 
dead-point, and is more nearly constant whatever the posi- 
tion of the link as long as the engine turns in the direction 
of the arrow ; but it will also be seen that the lead is much 
more variable when running in the opposite direction. If 
then the crank is turned backwards from the direction in 
which the engine is intended to run most of the time, the 
lead going one way is more nearly equalized. 

This angle is readily obtained. Let it be (t\ then from 
our equation for the movement of the valve for a? = (7, 




Fig. 38. 



U =: C 



1 > 



X =i r cos 



<T (sin d -\ 



— c. 



^g 



cos S 



)+^ 



cos S sin (7. 



For G? = 0-, ^/ = o, we have 



jT = r f sin d -j- — cos d) cos cr. 
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In order that the lead may be constant, these values of: 
X should be equal ; or equating and reducing, we have 

TC ^ C T . 

COS ^ COS (7 = -^ COS ^ sin a, 

or 

tan (7 = - . 
g 

That is, if c^ is the maximum distance the link is to be low- 
ered, the crank might be put back (7° ; or, in other words, the 
go-ahead eccentric could be set with an angle of advance 
d -\- a and the backing eccentric with an angle of advance 
(^ — <r. Referring to Fig. 34, it will be seen that the angle 
gzk is the angle <t. 

It is possible to make the lead the same for both ends 
of the cylinder, for both full and mid gear, by altering the 
radius of the link. Thus, in Fig. 39, let ^, b, c, and d be the 
positions of the eccentrics corresponding to the dead-points», 
and eg and fh be the chords of the link. With « as a centre 
and ^/as a radius, mark the position k ; and with ^ asa centre 
and ce as a radius, mark the position /. Let be the centre 
of Im and / the centre of ik^ then op is the rise of the arc of 
the link ; or making Ir and mn equal to op, the arc of the link: 
should pass through e, r, and g, or /, «, and A. This would 
bring the valve at such a point that, whether in full or in mid 
gear, the lead would be the same for the two ends of the 
cylinder, but it would still vary somewhat between these 
points. 

57. Equalizing Cut-off. — It would be possible by using 
an equalizing lever to make the cut-ofT exactly the same on 
both ends of the cylinder for one position of the link, but the 
best way of accomplishing equalization of cut-off is by find- 
ing tentatively such a hanger that the link is in the right 
position when cut-off is to take place. If we can equalize it 
for full gear and say for cut-off at half-stroke, or when u ^ c 
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C , , 

and « = — , it will be practically equal for the points between, 

S0 




9 

o 

fa 



It is first necessary to show how to lay down the link for 
any position of the crank. 
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58. To lay down the Motion. — In Fig. 40, let be the 
centre of the shaft, -^^ the crank, and ob and oc the eccentrics 




Fig. 40. 

Let d be the desired position of the point of suspension of 
the hanger. Then with c and b as centres, and the length of 
the eccentric-rod measured to the point of attachment to the 
link (which may or may not be gy depending on the kind of 
link used) as a radius, describe arcs g and h. With ^ as a 
centre and the length of the hanger as a radius, describe an 
arc ef. 

Cut out of stiff cardboard or soft wood veneer a template, 
shown in Fig. 41, in which if is the arc of the link, 
k is the point of attachment of the hanger, and / and 
w are the points of attachment of the eccentric- 
rods. Referring to Fig. 40, if this template is put 
on Fig. 40 so that / falls on the curve gy m on the 
curve h, and k on the curve efy the arc if will 
then show the position of the centre line of the 
link, and n will be the position of the end of the 
valve-stem. 

59. To lay down the Centre of the Travel of 
the Valve. — Put the crank on each dead-point and 
the line Im on the template vertical, and find positions ^and r 




k 
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corresponding to n of Fig. 40. A point s half-way between 
these points will be the centre of travel of the end of the 
valve-stem. If we are using a link such as is used in Fig. 
35, the point c of that figure is the centre desired. The dis- 
tance sn is the distance the valve has moved from its central 
position. Now sq = sr is the distance the valve has moved 
from its central position when the crank is on the dead- 
points, or is the lap plus the lead. If st =z su = the lap,, 
the arc of the link if must pass through / and u when steam 
is admitted and cut off from the cylinder, because the valve 
will then have moved a distance equal to the lap, or is just 
ready to open or close the port. 

60. To determine the Centre of Suspension of the 
Hanger. — In Fig. 40 put the crank at the position for the 
desired cut-off, and draw curves h and g corresponding* 
Put the template so that / is on g^ m on A, and the arc i/'pass« 
ing through u. Mark the position of k as in Fig. ^^2. Turn 
the crank to the corresponding position of the return stroke,, 
and going through the same process, but making if pass 
through / gives another point k'. Now to cut off equally 
on both strokes the lower end of the hanger must pass 
through k and k\ or its centre can be found at d by striking 
arcs intersecting at d with k and k' as centres and the length 
of the hanger as a radius. 

If now we find several points, as d\ d^, d^y at which the 
upper end of the hanger must be for equal cut-off, say, at full 
gear, and when cutting off at half-stroke running in both direc- 
tions, we have four points through which the upper end of 
the hanger must move. Finding the centre of the circle 
through d, d\ ^, , ^j , gives as the centre of the reversing or 
tumbling shaft and <?rfas the length of the tumbhng-shaft 
arm. 

61. Position of Stud. — The point of attachment of the 
hanger to the link we have taken as some distance back of 
the arc in our figure simply for convenience in drawing. In 
many link-motions as used on locomotives the centre of the 
stud is so located. The point is usually Jetermined by draw- 
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ing a centre-line on the template and finding the position of 
this centre-line for cutting off at each half-stroke, then choos- 
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ing points k and k' in these lines so that kt! is horizontal, 
and the points are the same distance from the arc of the 
link. 
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62. Reducing Slip. — As the end ol the hanger support- 
ing the link is usually constrained to move in the arc of a 
circle, and the tendency of this point when not over the link- 
block is to move in a figure such as is shown in Fig, 31, the 
block will slip in the link a greater or less amount, 

A number of expedients, such as reducing the travel, 
altering the angular advance, or lengthening the link, are re- 
sorted to, thus necessitating a complete reconstruction of the 
gear. A suitable choice of the length of hanger will often 
reduce the slip materially. In Fig. 43 we have the centre- 
line of the link shown for a number of positions of the crank. 
If the link is to be supported at the bot- 
■ torn, the curve ab is the path in which 
the centre of the link moves when the 
link is the whole way down and moves 
with no slip. If now we find a centre 
such that the arc de is the closest possi- 
ble to the curved line ab, then cd is the 
best length to use for the length of the 
hanger. If the link is not supported at 
the bottom, a figure similar to ab can be 
drawn from the actual point of support, 
and the radius found from that. After 
Fig. 43. jhg length of the hanger and centre of 

tumbling-shaft are determined, if the points of the gear inter- 
fere with each other or the framing, modifications must be 
made in the determined parts to remedy the trouble. 

63. Error of the Zeuner Diagram. — In deducing the 
equation for the Zeuner diagram we have made certain ap- 
proximations which cause the diagrams to be more or less 
inexact. To show the amount and position of these errors, 
we have in Fig. 44 drawn the valve-diagram in full lines, and 
the actual position of the point on the link to which the 
valve-stem is connected for the time being in broken lines, 
the supposition being that this point moves exactly in the; 
line of motion of the valve-stera. 

It will be seen that the errors arc feast while the piston 
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is on that part of its travel away from the shaft, or in this 
case when the cylinder is to the left of the crank, and great- 
est while on that part of its travel towards the shaft. It will 



U-'C 




Fig. 44. 

be seen also that the angles of advance could, in the case 
taken, have been made different for the two eccentrics with 
advantage. The irregularity of the diagram also makes the 
point of cut-oflf different for the two ends of the cylinder; 
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that is, the crank positions when cut-off takes place are not 
i8o° apart, but the errors of the diagram are such that the 
angularity of the connecting-rod when two and one half to 
three times the stroke in length brings the piston to more 
nearly the same distance from the beginning of each stroke 
when the valve closes. 

QUESTIONS. 

85. How can the lead be made more nearly constant with 
a Stephenson link ? 

86. Through what angle should the angular advance of 
the eccentric be changed to make the lead at w = r, and uz=^o 
the same? 

87. How can the lead be equalized by changing the 
radius of the link? 

88. How determine the position of the link for any given 
value of u and g? ? 

89. How can the centre of the travel of the end of the 
valve-stem be laid down ? 

90. Explain the method of determining the arc through 
which the upper end of the hanger must move to equalize 
the cut-off. 

91. Is it possible to make the cut-off exactly equal / )r 
more than two values of u on each side of « = o? 

92. Why is the stud often placed back of the arc of the 
link? 

93. How can the point be determined? 

94. Is the slip greater or less than if placed on the arc? 

95. Is there any advantage in so placing the stud? 

96. How determine the length of hanger which will 
reduce the slip ? 

97. In the Zeuner diagram what are the errors, and is 
admission, cut-off, or maximum port-opening most affected 
thereby ? 

98. Do the errors of the diagram tend to neutralize or 
to increase the variation in cut-off due to the angularity oi 
the connecting-rod ? 
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PROBLEMS. 

32. Given in a Stephenson link with open rods r = jj 
inches, eccentric-rod T^\ inches, 2^= 26 inches; steam-lap 2^ 
inches, cut-oflF for « = ^ at .72 stroke. What is S, and to what 
angles should 6 be changed for constant lead at « = o and 

33. What should be the radius of the link ii 2c= 12 inches, 
r = 2i inches, length of eccentric-rod = 56 inches, and the 
angle of advance S = 16°, if the lead at full and mid gear is 
to be equalized. 

34. In a Stephenson link-motion with the eccentric-rod 
attached back of the link having the following data determine 
the position of the link for u = 4 inches, <» = 40° : Eccentricity 
2^ inches, angular advance 18°, eccentric-rod 56 inches to the 
arc and 5 3y\ inches to the point of attachment to the link: 
radius of the link 55 inches, 2c = 1 1|^" ; centre of tumbling- 
shaft 39'^ from centre of shaft and 1 1 inches above centre oi 
the engine ; length of hanger 14J inches ; arm of tumbling- 
shaft curved so that when the link is in its middle position 
the upper end of the hanger is gi inches above the centre- 
line of the engine and 56 inches from the shaft ; the point 
of suspension of the link being ^ inch back of the centre of 
the arc, stroke 24 inches, and connecting-rod 89^ inches. 

35. With the above data find the centre of the travel of 
the end of the valve-stem. 

36. With the above data as to the linK, and with the 
length of hanger 14^ inches, find the position of the tum- 
bling-shaft and length of the arm so that the cut-off is equal 
for both ends at .5 and .8 stroke. 

37. Taking the link data as above, find the point of cut- 
off in one end corresponding to i stroke in the other end, 
and after changing the data so that the radius of the link is 56 
inches, the centre of suspension is at the centre of the arc 
of the link, and the upper end of the hanger is at the same 
point as before, the other data remaining the same, examine 
the cut-off for the same position of the tumbling-shaft arm 
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and determine whether the changing of the radius of the 
link and point of suspension in this case has changed the 
cut-off. 

38. In the problem thus given is 14J inches the best 
length of the hanger that could have been taken ? If not, 
determine the best length to reduce the slip as much as 
possible for full gear, the link to be supported ^ inch back 
of centre of arc. 

39. Draw a Zeuner diagram for Problem 34, and lay 

out the actual movement of the valve for « = ^, ^ = -, and 

2 

40. Replace the single eccentric in Problem 27 by a link- 
motion which, when in full gear, will fulfil the same condi- 
tions. The length of the hanger is not to be greater than 
2Cy and cut-off is to be equal at .5 and at .8 stroke for the 
two ends of the cylinder. 



CHAPTER X. 



THE GOOCH MOTION. 



64. The Gooch Link. — Fig. 45 represents a centre-line 
diagram of a Gooch link-motion, ab is the crank ; ac and 
ad are the eccentrics set at equal angles of advance ; ce and 
df arc the eccentric-rods; ^/is the link which is curved ia 




Fig. 45. 

the opposite direction to the Stephenson link ; /&/is a suspen^ 
sion-rod which supports the link at its central point and i& 
attached to a fixed point / on the engine-frame ; gj is the 
radius-rod, the end g sliding in the slot of the link, and the 
end/ being attached to the valve-stem. The end ^ is moved 
up and down in the link by means of the hanger hm, the 
lower end m of which is attached to the radius-rod and the 
upp>er end h is attached to one arm hi of a bell-crank 
pivoted at i. 

When g and e are together, the eccentric c drives the 
valve, and the engine turns in the direction of the arrow. 
When the radius-rod is lowered so that /and g are together,, 

75 
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the eccentric ad drives the valve, and the engine turns in 
the opposite direction. 

65. Movement of the Valve. — The method followed in 
deducing the equation for the movement of the valve is 
identical with that followed for the Stephenson link-motion. 
In Fig. 46 the crank and gear are represented when the 
crank has moved an angle go from its dead-point and the 
radius-rod has been raised a distance u. 

The distance the point e has moved from its central posi- 
tion along the line ae is 

an zzz r cos (90 — a? — <J — ^) = r sin (a? + <J + x)* 
The distance the point g has moved corresponding thereto is 

-^7- r (sin (a? + <J + y)) cos y. 

In the same way the point / has moved from its central 
position 

ap •=.r cos (90 — <J — ^^ + <^) = ^ sin (<J + ;/- — G?) 
^nd g has moved a corresponding distance 

—^ r sin (<J + >/ - 00) cos y, 

and the motion of g from its central position is therefore 

c I u c — u 
;r= — — rsin(cw+<J + y)cos>'-| rsin(tf-f-;^— a?) cos y. 

As in Fig. 45 the radius-rod gj is long as compared to gk 
or ke, the horizontal motion of j is practically the same as 
of ^, and we have the above value of x for the movement of 
the valve from its central position. 
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Expanding the second member of this equation, and mak- 
ing cos >^ = I, sin y = -, we have 

jr = r f- cos ^ + sin <^ j cos a? H (cos d sin o\ sin oo. 

This equation can also be put in the same form as for a sim- 
pie valve. If we let 

( c \ 

r I sin <y + "" cos dj = A 

and 

ur 

c 
we have 

X -r:^ A cos G? + J? siu 07, 



(cos S sin <yj = jff. 



which is the same equation as for a simple valve. 

66. Constant Lead. — An examination of the equation for 
X will show that the value of A is constant whatever the 
value of u ; that is, for every value of u the valve-circle 
crosses the line representing the dead-point at the same 
point, or the lead is constant. 

67. Radius of Link. — When the engine is on the dead- 
point, as shown in Fig. 45, if the lead is constant, the 
point j must not change position as the radius-rod is raised 
or lowered. The link must therefore be drawn withy as a 
centre and jg as a radius, or the radius of the link is the 
length of the radius-rod. The eccentric-rod and the radius- 
rod should each be as long as possible, but a better distribu- 
tion of steam is generally obtained by making the eccentric- 
rod the longer. The same statements as to the length of the 
link apply here as in the case of Stephenson's link. The 
distance from the centre of the shaft to the centre of the 
exhaust-port can be approximately determined as follows: 
The mean position of the chord of the link is approximately 
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at a distance g from the centre of the shaft. The distance 

from the chord to the arc is — , approximately. The dis- 

tance from the centre of the shaft to the centre of the arc 

of the link when the arc is in its middle position is^— — . 

Adding to this the length of the radius-rod g^ and the length 
of the valve-stem to the middle of the valve g^ , we have 

g — — j^g^^ g^:=^ the distance from the centre of the shaft 

to the centre of the exhaust-port. This is, of course, only 
an approximation, but it is correct enough for practical 
purposes. 

68. Suspension-rod. — The point of support of the sus- 
pension-rod for the link should be in such a position that 
the rod swings equally on each side of a vertical line. Fig. 




Fig. 47. 

47 gives the two positions of the link when the crank is on 
the dead-points. 

bd = be -\- cd =: r sin ^ -{- gy 

approximately, and 

be -= — ib + /^ = — r sin ^ +^, 

and the mean position is at b/ = g from the centre of the 
shaft. As the hanger is attached to the arc, and not the 
chord, the distance 



bh=^g — 



2g; 
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If then the suspension-rod is attached to the link at the 
centre of its arc and to a fixed point whose distance from b 

\^ g — parallel to ad, and the length of the suspension. 

rod above ady the attachment will give the proper motion. 
The distance above ad is usually given as the length of the 
suspension-rod, but this brings the arc in which the centre 
of the link swings entirely above ad, while to keep the mo- 
tion as nearly correct as possible the line ad should inter- 
sect the arc, and the point g of the link should swing equally 
above and below this line. 

69. The Hanger. — To determine the arc in which the 
point h of Fig. 45 should move. From the point h in 
Fig. 47, just determined, lay off the length of the radius- 
rod to the right in the figure. Mark on this distance the 
point m of Fig. 45. Through the point thus determined 
lay off a distance mh at right angles to ad. Through this 
point draw an arc whose centre is on the right side of the 
link whose radius is the length of the radius-rod, and whose 
centre lies at a distance equal to the length of the hanger 
above aj, Fig. 45. This arc should lie equally above and 
below the line through the centre of the arc, parallel to aj\ 
and is the curve in which h should move. Practically this 
is much too large, and this arc would be replaced by one of 
much smaller radius, the centre for which would be deter- 
mined in the same way as shown for a Stephenson's link in 

Fig. 36. 

70. The Valve-diagram. — If all the data relating to a 

Gooch motion is given, the valve-diagram can be laid down 
as follows : Suppose the lap, angle of advance, throw of the 
eccentric, length of link, eccentric-rod, radius-rod, and dis- 
tance to the centre of the exhaust-port be given, to determine 
the point of cut-off, etc., for a given value of u. 

Draw ab and ac in Fig. 48 at right angles to each other, 
and lay off baf ^=^ 6, Make ad = c, and ae •= g, and eh = r. 
Draw the perpendicular ih to ae. Make the angle fak = dccy 
and lay off ak = ei. ak is then the diameter of the virtual 
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eccentric for u =• c. Or, make af = r, fak = deUy and draw 
/k at right angles to af: then a^ is the diameter of the virtual 
•eccentric. 




Fig. 48. 

The proof of the construction is as follows : For the co- 
ordinates of k we have, from page 78, 



A = aj = r I sin <^ + - cos dV 



g 



B = kj = r (^cos S sin <j), 



A 
B 



sin d 4" cos d 



= tan akj = — 



cos S sin <J 

g 



tan (^4-- 

g 

** ■ 

I tan * 

g 



As - = tan dea. 
g 



or 



tan S + tan ^fea 

tan aki = ^ ; — , 

•^ I — tan o tan dea 

akj = (J -f" ^^^> 
ttit sin akj -= aj — r f sin <^ -j- - cos o\ 
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= r sin 6 -\' r tan dea cos d 

__ r sin <J cos dea + ^ sin dea cos <^ 
"~ cos dea 

sin (^/^rt + tf) 



= r 



cos ^ai'^tf 



or 



sin {dea + <^) 



cos dea sin ^^' cos dea^ 
ak =^ r sec rfm = ei, 

as by construction. Draw the lap-circle qvs. 

The point of admission for « = ^: is then on aq^ and of cut- 
off on as. The lead is rj\ For any other value of u lay off 

the point g so that -rr = -. Join « and g, and draw the valve- 
circle with ag?iS a diameter; au will now be the point of ad- 
mission, av the cut-off, and the lead rj will be the same as 
before. 

71. To Design a Gooch Motion.— We will suppose the 
same data to be given as in a Stephenson's link to design a 
Gooch motion, i.e., ports, point of cut-off, angle of lead, dis- 
tance from centre of shaft to centre of exhaust-port,to lay down 
the motion. The length of the valve-stem and link should first 
be determined or assumed. From the distance between the 
centre of the shaft and the exhaust-port should be taken the 



c' 



length of the valve-stem. The remainder is j^ + j^^ 

If now g or g^ is assumed, the other is determined. All these 
data must be fixed before trying to lay down the diagram. 

In Fig. 49 draw ab and ac dit right angles, and let as and 
aq be the positions of the crank for cut-off and admission. 
Bisect the angle sag by the line aky and find the diameter ak 
of the virtual eccentric for the required port-opening, a& 
already shown in Chapter III. Make ad ^= c and ae =^, and 
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lay off ei equal to ak. Draw ih parallel to ab. Then eh is 
the eccentricity. Make kaf ■= dea. Then the angle /<a:d is 
the angular advance. 

We have now all the data required for laying down the 
motion, except the hanger for the link and radius-rod. The 




Fig. 49. 

only directions that can be given about them are to make 
them both as long as possible, and to support them, as pre- 
viously indicated. 

QUESTIONS. 

99. Sketch a Gooch motion and describe it. 

100. Deduce the equation for the movement of the valve, 
and prove that the Zeuner diagram represents it. 

loi. How does the lead vary with a Gooch motion? 

102. Why is the radius of the link made equal to the 
length of the radius-rod ? 

103. How determine the centre of suspension for the 
link? 

104. What is the curve in which the upper end of the 
hanger must move ? 

105. Explain the method of drawing the valve-diagram. 

106. What data must be given in designing a Gooch 
motion ? Explain in full. 
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PROBLEMS. 

41. Draw the Zeuner diagram for the Gooch motion, 
having S = 20°, r = 2f inches, 2^ = 12 inches,^ = 48 inches, 
lap = \ inch, stroke = 18 inches, connecting-rod 45". Deter- 
mine the point of cut-off lor « = o, 2, 4, and 6 inches on both 
Strokes. 

42. If m the above problem the radius of the link is 36 
inches, the hanger is attached 10 inches from the arc and is 
18 inches long, and the arm of the tumbling-shaft is 24 
inches, the centre being 17J inches below the centre-line of 
the engine and 82 inches from the shaft, draw the motion 
when a? = 40°, « = 4 inches. 

43. What must be the radius of the link, if the cut-off is 
to be exactly the same on both ends, for « = 6 inches ? 

44. Replace the link-motion of Problem 40 with a Gooch 
motion cutting off at .8 stroke on both ends, using such other 
data of Problems 40 and 27 as are required, but making the 
valve-stem not less than 20 inches long. 

45. Taking the data given in Problems 42 and 43, show 
the errors of the Zeuner diagram for « = 4 and « — — 6 
inches. 
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72. The Allen Link-motion is represented in Fig^.. 5D, fn^ 
which ab is the crank, ac and ad the eccentrics, de and cf the 
eccentric-rods. The link fe is a straight one, supported at 




Fig. 50. 

its centre g by the hanger ntg, which is attached to one end^ 
of a rocker-arm mlk turning around /. hj is the radius- 
rod supported by the hanger H, the upper end of which is. 
attached at k to the other end of the rocker mlk. By turn- 
ing mlk about its centre /, the link is lowered at the same 
time that the radius-rod is raised. 

73. The Valve-diagram. — The diagram for the valve- 
motion is the circle, as in the case of the other links that we. 

&5 
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have dealt with. The movement of the valve can be deter, 
mined in the same way, and is 



jc =zr \ sin o A cos o cos a? 



, ur I ^ c(u—u.) . \ . 

+ — I cos d ^^ sm 6 1 sm aa, 

' c \ ug ) * 



in which u is the distance the link has moved downwards 
from q/\ while u^ is the distance the end of the radius-rod has 
moved upwards. 

The hangers ki and mg- should be of equal length, and as 
long as possible, mk should be equal to At, The ratio of 
the parts ml and /k is given by the equation 



/6 



=fe(-+*^^ 



Im de\ hj^ 

and as lm-\- Ik := hi, from the two equations the value of Ik 
and Im can be found. 

The position of / can be found by laying off along of a 
distance 

g — — + mly 

and at right angles to aj 2l distance equal to mg the length of 
the hanger. To draw the valve-diagram for any value of u, 
the coordinates of the centre of the circle are 



— = - I sm o + cos S] 

2 2 \ csr ' 



and 

B 



-- = — I cos S ^^ i^ sin <^ ). 

2 2^: \ P7/ / 



For any value of «, the corresponding value of «, is 

u 
^^^ Ajx/k 

^^ jiy^lm 
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The inotion is but seldom used in this country, and it is 
unnecessary to go further into the details. 

74. The Fink Motion. — The Fink motion is represented 
in Fig. 51, in which R is the crank, ^rfthe eccentric directly 
opposite, the travel of the piston being supposed to be 
along ob^, dj\% the eccentric-rod, rigidly connected aty to 
the link cc , The point p' of the eccentric-rod is constrained 
to move in the line ob^ , or very nearly so, by the suspension- 
rod j!^'^ attached to a fixed point on the engine-frame at ^. 
mV is the radius-rod, the end m sliding up and down in the 
link, while the end b' is attached to the end of the valve- 
stem b'b^ . The radius-rod is moved in the link by means of 
the suspension-rod ^/, the lower end e of which is moved in 
a suitable curve. If the crank is on a dead-point, the point 
j would be on ob^ , and nm would be vertical. 

75. Radius of Link. — As it is desired that the engine 
should have constant lead whatever the position of the 
radius-rod, if the valve does not change its position the 
radius of the link must be mb' , and this is what it is gener- 
ally made. An examination of the figure will show that, 
when the engine is on one dead-point, the distance from the 
centre of the shaft to the centre of the valve is 

.odJrdj^mV^Vh, = r^{a^b)^g,-^g,, 

and when the engine is on the other centre the distance from 
4) to b^ is 

^od-\-dj^mb'^b'b,=^^r-^{a^b)-^g,^g,. 

ff 

That the lead may be equal for both ends of the cylinder 
with a common D valve, the distance from the centre of the 
shaft to the centre of the exhaust-port should be the mean 
of the two values of ob^ above found, or 
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76. Suspension of Link. — The coordinates of the point 
g can readily be determined. On one dead-point 

ov z=. od'\' dp' =z r'\-a, 

and on the other dead-point 

02/ = — od-{-dp = -^r-^-a, 

and as^' should swing equally on either side oipg, op should 
be the mean of these values of ov or a. To determine the 
pointy, lay off from / the distances /z' =/z/' = r. Draw an 
arc w^' with the desired value of pg as a radius. Bisect 
the distance pv^ at/, (not shown); then the point /, should 
be on one point in the arc, and laying off p^= the desired 
value of ^' gives ^ the centre of motion. By calculation, 



vjf=p'g\trs[sm-' -T-j 



and 

/<r =/^[i -4 vers (sin- ~^. 

Too great care cannot be taken in laying down this gear, as 
the approximation to the movement of the valve is much 
more crude in this case than in any that have preceded it. 
77. Movement of the Valve. — From the figure 

Ob, = of+fp' + p'k + kl + lb' + b'b, , 
of=:r COS QOy fp' = a cos or, p'k z=.{f)^x) cos fit^ 



kl = y sin a, lb' = Vg^- u\ b'b.^g,, 

and 

ob^ = r cos a? -f ^ cos « + (* + •^) ^^s or +^ sin a 
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From the figure also 

y cos or = « -f- (^ 4- ;r) sin or, 



or 



« + (*+^)sina « sm ar + (* 4- ;r) sm* « 

J' = rrr , ^ sin ar = 5_^ — ! — L 

cos a -^ cos a ' 

and 

/, , V , . ^ + « sin or + ;ir 
(^ + ;i:) cos a -\- y sm a = — ' — . 



COS a 



«• 



For *i/g^ — «• we may put ^, — — , and making all the 

substitutions in ob^^ we have 

, , . * + « sin a 

cb^ = r cos OD-Y a cos « -}- ■ 



cos« 

4- ^ _L I _^ 

"■ COS « ' '^^'T'^* 2f/ 

As cjc' is an arc of radius g^ , approximately y = 2f,;r, 
r sin cb? = tf sin a. 

We have seen above that 

_ « 4" (^"i " •^) sin a 
"" cos or * 

and as jr sin a is small, we can make 

_ u-\-b sin €ir y (w + ^sin^V 

cos a 2g, 2g, cos* « • 

or 

z I , ^ + « sin or 

00^ = r cos 05 -4- fl: cos a A ■ 

' cos a 

* 2g^ cos a ' ^» ~^« 2^,' 

We have above r sin a? = ^ sin a and sin « = ~ sin a?, 



*cos 



ar=iA / I ^sm'<»= I ism'(», = i -I sin' a? 

V « 20" 'cos a ~2^' ' 
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i— = I + I— a Sin' a?, 



cos a ' 2a 

ob. = r cos a? + I — H sin a? 



after collecting the terms. Now the movement of the valve 
lor any value of oo is the distance the valve has moved from 
its central position. 

We have already seen that the central position is at 

the movement of the valve is therefore the differwice of the 
last two equations, or 

\ ^^ { I *^ • 
;i: = r cos 00 A I I J- -- I sm 00 

a \ ' gj 

+ ':\ (b^^-j^V^^ a) sin' oa. (A) 

The last term in this equation is generally small, and may be 
omitted ; and then 

X = r cos GO -\ I + — sm G7, 

^ \ gJ 

which represents the movement of the valve for any value 
of u and go. 

78. The Valve -diagram. — The coordinates of the centre 

T UT I b\ 

of the valve-circle are - and — li H 1; so that if we have 

2 2^\ ' gj 

the data of the gear given, the point of cut-off, admission, 
lead, etc., can be determined from a diagram such as Fig. 52, 
which represents the valve-diagrams for four values of u. 
Evidently, if « = o, the diameter of the valve-circle is r, or 
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the lap plus the lead equals the throw of the eccentric. An 
examination of the first value of x deduced (A), shows that 
the last term is less the greater the value of a and the 




Fig. 52. 

smaller the value of b. Generally, b is made very small^ 
oftentimes zero, or the point/' in Fig. 51 is attached directly 
to j\ When this is the case, 



ur 



X =z r cos GO + — sin gd. 

79. Radius-rod at a Fixed Point in the Link. — We 

have supposed in our deduction that u is kept constant, that 
is, that the end of the radius-rod moves in the link. If we 
had supposed that y was constant and that u changed, we 
would have found that the same equation would give the 
movement of the valve, putting y in the place of u, 

80. Hanger for Radius-rod. — To determine the point 
of suspension of the hanger for the radius-rod. Referring 
to Fig. 51, and calling tb' = g^y we have 



But ts = 






consequently 



— /J*. 



..=v/---f--(' 



«■ 



2^>' 
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We have already seen that from o to the centre of the port 
is a + ^ +^, +^, ; consequently the position of s when the 
valve is at the middle of its travel is 

and as the suspension-rod should be vertical for this point, 
for the centre of its movement 



^A = ^ + *+^, -^'^0 + 



2^1 



and 



he =• et — St = A ^ «, 



when h = length of suspension-rod. If we call y •=. oh and 
y^^oh^a-^-b-^- g,— g^ ior u = o, and z = he and ^. = he 
= h for ^^ = ^, we have 

and 

or eliminating «, we have 

This equation is that of a parabola having a parameter 
of 2^^ , or the lower end e of the suspension-rod should move 
in a parabola as the radius-rod is raised or lowered. As this 
is practically impossible, the parabola can be replaced by a 
circular arc of radius g^ , the vertex of the arc being below 
the line o6^ a distance A, and to the right of <? a distance 

8i. Setting the Eccentric. — In setting the eccentric, as 
in the case of all other link-motions, the crank should be put 
on the dead-point, and the eccentric should be put so that 
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the valve is in the middle of its stroke. The eccentric 
should then be moved a distance equal to the angular ad- 
vance, in this case 90**, and secured in this position. The 
crank and eccentric now occupy their proper relative posi- 
tions. 

82. Designing. — The practical designing of a gear of this 
kind is largely a matter of experiment. It could be done 
in this way. First determine or assume the greatest point 
of cut-off desired and the amount of lead or angular lead. 
Draw the valve-circle for u = its greatest value. This will 
determine the amount of lap. Assume that b = 0. Take 
from the distance between the centre of the shaft and the 
centre of the exhaust-port the length of the valve-stem. The 
remainder is a-\-g-^. Now ^^ should be as long as possible, 
and ordinarily a must be of considerable length, that the 
link may clear the shaft. 

It will be found that as a increases the value of c increases 
also ; but in our demonstration the value of c is small in pro- 
portion to ^, , so that it is difficult to decide as to the propor- 
tions of a and g-^ , and the only directions possible are to make 
a as short and ^^ as long as possible. We will suppose, 
however, that they are determined. From the centre of the 
valve-circle as drawn we measure the distance to the hori- 

zontal axis of the fiefure. This distance is — . The value of 

r is, as said before, the lap plus the lead, so that we have the 

u , c 

value of -. But as this is the greatest cut-off, we have -; 
a a 

and having the value of a determined as above, the value of 
c can be fixed. The lengths of the suspension-rods should 
be as great as possible, and are generally determined from 
the details of the framing of the engine, or other details hav- 
ing nothing to do with the valve-motion proper. 

83. The Porter-Allen Motion. — The only application of 
the Fink motion commonly found in the United States is the 
Porter-Allen motion, a sketch of which is given in Fig. 53. 
In this figure aw is the centre-line of the engine, ab' is the: 



THE ALLEN AND FINK MOTIONS, 



95 



crank in one position, and ac is the corresponding position 

of the eccentric. ^ ^ is the eccentric-rod rigidly attached ta 

the link bg' , The point b is 

attached by the rod *^ to a 

fixed point e on the frame. 

h'i' is the radius-rod which 

moves the steam-valves. 

There are two of these 
steam-valves, one for each 
end of the cylinder, as shown 
in Fig. 22. The valve-stems 
are joined by the rods u'l' 
and v'k to the arms jT and 
jk' of a rocking-shaft j\ a 
third army^' being attached 
to the end i' of the steam 
radius-rod. The end h' is 
movable in the slot of the 
link, being carried by the 
hanger 7n'n'y which is at- 
tached at n' to a bell-crank 
lever n'op' pivoted at o, the 
end /' being moved by the 
governor. 

The speed of the engine 
is kept constant by the move- 
ment of the steam-rod which 
regulatesthecut-oflf, and thus 
the supply of steam to the 
cylinder. The rod g'q' is the 
exhaust-rod, and is attached 
permanently to one point of 
the link g'y and moves the ex- 
haust-valves, of which there 
are two on the same stem, through the bell-crank q'rs\ pivoted 
at r, and the rod s't, which is connected at t to the valve- 
stem. In this gear the radius of the link is shghtly more. 
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than the length of the steam radius-rod. The effect of this 
is that as the radius-rod is lowered or approaches the cen- 
tre of the link the lead on one end is decreased and the 
other end is increased. 

It will be noticed that in this figure the crank and eccen- 
tric are nearly on the same line, as a reverse lever is used in 
moving the valve. That they are not exactly together is 
due to the fact that the end i of the steam radius-rod h'i' 
does not move in the line aw^ but along the line af, which is 
drawn through the middle of the arc in Which i' moves. 
The use of the two driving arms on the rock-shaft y is to 
cause the valves to move as fast as possible when opening 
and closing the ports, and the arms are so arranged that P 
is moving at its fastest rate in the direction lu' when the 
front valve is opening or closing, and k' is arranged similarly 
for the back valve. 

As a first approximation the Zeuner diagram is close 
enough for practical work, but for exact work with any Fink 
motion the valve-motion should be laid down full size, to 
determine the actual points of admission and cut-off. The 
advantage of the Fink gear is its simplicity, and its disad- 
vantage is that the cut-ofi in the two ends of the cylinder 
may vary greatly, as the variation of the actual diagram 
lor the Zeuner diagram is greatest about the point of cut- 
off. The dimensions taken in the Porter-Allen engine are 
such that the cut-off points are practically symmetrical up 
to half-strokes at the expense of unequal leads. 

QUESTIONS. 

107. Sketch an Allen link, and explain how it works. 

108. Deduce the equation to the movement of the valve. 

109. Is the lead with the Allen link constant or variable? 
no. Sketch a Fink motion, and explain how it works. 

111. What should be the radius of the link, and why ? 

112. What is the distance from the centre of the shaft to 
the centre of the exhaust-port ? 

113. How determine the point of suspension of the link ? 
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114. Deduce the equation for the movement of the valve. 

115. Explain the method of drawing the valve-diagram. 

1 16. If the radius-rod is secured at one point in the link,, 
what is the value of ;ir ? 

117. How determine the curve in which the end of the 
hanger moves ? 

118. How should the eccentric be set? 

1 19. Explain the method of designing a Fink motion . 

120. Sketch and explain the Porter- Allen motion. 

121. Why is the eccentric set as shown? 

122. What is the result of changing the radius of the 
link? 

PROBLEMS. 

46. In a Fink motion r = i inch, ^ = 6 inches, ^ = o, ^ = 
10 inches, radius-rod 40 inches, draw the valve-diagram for 
« = 4, 8, and 10 inches. The crank being 20 inches and the 
connecting-rod 50, where is the point of cut-off on both 
strokes for each value of «, the lead for « = 10 being -^ inch ? 

47. Replace the Stephenson's link of problem 40 by a 
Fink motion which will give equal cut-oflf at .5 stroke, mak- 
ing ^ = o and a == 4f inches. 



CHAPTER XII. 

SHAFT REGULATION. 

84. Throttling Governors. — With a single eccentric con- 
nected directly to a common slide-valve the point of cut-off 
is fixed. If the steam-pressure is constant, the amount of 
work done by an engine of this kind will vary directly with 
the number of revolutions. The speed of the engine would 
be consequently varying with the load. To overcome this, 
some device must be used to keep the speed constant. With 
the single eccentric and ordinary shde-valve, the pressure 
of the steam must be modified to suit the work to be done. 
This is usually accomplished by means of some form of 
throttling governor. 

It is generally believed, and is often correct, that the 
use of the throttling governor is less economical than some 
method of governing which regulates the time during 
which steam is admitted to the cylinder, or in other words 
regulates the point of cut-off. There are man}^ types of these 
governors, one of which, the Porter-Allen, acts by moving 
the radius-rod in the link, and thus alters the point of cut-off. 

85. Changing Angular Advance. — An examination of 
Fig. 54 shows that if we can change the angle of advance of 
the eccentric we also change the cut-off, or the engine would 
be self-regulating to a certain extent. But the lead would 
also change in a manner not at all desirable. As lead is 
only given that the piston may feel the full pressure of the 
steam at the beginning of the stroke, too much lead would 
tend to stop the engine before it reaches the dead-point, and 
too little would make the piston move under less than the 

full pressure through part of the stroke, the consequence 

98 
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being tkat the engine would be doing less work than it is 
capable of doing. 

86. Changing the Eccentricity. — If we change the throw 
of the eccentric, leaving the angle of advance unchanged, 
we would find the same trouble, but in the opposite direc- 




Fig. 54. 

tion. That is, when the angle of advance only is changed, 
decreased cut-off means more lead. When the eccentricity 
only is changed, increased cut-off means more lead. 

87. Changing Eccentricity and Angular Advance. — A 
•combination should give variable cut-off with constant lead. 
All the single-valve automatic engines attempt to produce 
this effect. 

In Fig. 55, if ab is the crank and ac the eccentric when 
the cut-off is greatest, it is evident that gac is the an<;lc of 
advance. If now the eccentric-sheave be made so that, 
without changing the position of the crank, it can be moved 
vertically downwards, the slot allowing the sheave to move, 
when the point c reaches d the angle of advance has in- 
creased to gad, and the eccentricity has become ad. The 
positions ac and ad are the extreme positions possible, and 
the cut-off can vary between the limits set by these eccen- 
tric positions. Now, if when the engine cuts off shortest 
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the power developed is not sufficient to run the engine un* 
loaded, the engine will regulate between a full load and 




Fig. 55. 

unloaded if proper mechanism is used to move the eccen- 
tric, as shown in Fig. 55. 

88. Erie Governor. — Many devices are used to accom-^ 
plish this purpose, one of the simplest being that shown in 
Fig. 56, which represents the governor used on the engines 
built by the Erie City Iron Works. The shaft carries, per-^ 
manently attached to it, a frame cc, to which the weights 




Fig. 56. 

a and a are attached. Connected to these weights by the 
bell-crank arms bb is the eccentric-sheave, which is slotted 
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as shown in Fig. 55. As the speed of the engine increases 
above the normal, the balls fly out, the eccentric moves 
across the shaft, the angle of the advance is increased the 
throw of the eccentric is diminished, and the cut-off is 
earlier. The spring at the bottom of the figure is to bring 
the eccentric back to its position of greatest throw when 
the speed decreases or the engine is stopped. The valve 
used is the ordinary piston-valve directly connected with 
the eccentric-rod. 

89. Armington and Sims. — Another method of produc- 
ing the same result is that used by the makers of the Arm- 
ington and Sims engine. The apparatus used is more 
complicated and the results are no better as far as the valve- 
motion is concerned. [This discussion does not deal with 
the adaptability of any of these arrangements for quick 
governing, nor their mechanical excellence, but simply with 
the effect of changing the governor position on the valve.] 
Fig. 57 represents this governor in two positions : one, ^, 
showing its position when the valve has its least travel ; and 
one, By with the greatest travel. In the figure will be seen 
practically two eccentrics, the inner one, j, loose on the 
shaft, the outer one,/, being loose on the inner one. The 
inner one carries two ears, /and //, which are attached by 
links/* and hb to the weights de and ac. 

The outer eccentric, /, is attached to one weight ac by 
the link eg attached at g. The fly-wheel is keyed to the 
shaft, and to the arms at a and d are pivoted the weights of 
the governor. B represents the governor when the engine 
is stopped, the combined eccentrics having *their greatest 
throw, oj is the position of the crank with respect to the 
entire arrangement. The engine turns in the direction of 
the arrow. The valve is a piston-valve, as shown in Fig. 21 ; 
but steam is taken inside and the exhaust is on the outer side 
of the valve. The throw of the eccentric should therefore 
be in the same position as though an ordinary D-valve was 
used, moved through a reverse-lever. As the speed of the 
engine increases, the weights move out and the eccentrics 
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change position, so that when they occupy the position shown- 
in A the valve has its least travel and the cut-off is shortest. 

The line diagram 
f shown in Fig. 58 will 

show how the change 
in travel and angu- 
lar advance is effect- 
ed, a is the centre of 
the shaft and ag the 
fixed distance from the 
centre of the shaft ta 
the centre of the joint 
carrying the weight 
abc of Fig. 57, which 
weight is represented 
by the lines gfe in Fig. 
58. ab is the eccen- 
tricity of the inner 
eccentric ; Aa is a con- 
tinuation of this line,, 
and kf is a link con- 
necting the point h to» 
the weight gfe\ be is. 
the eccentricity of the 
outer eccentric ; db is. 
connected at a fixed 
angle to be, and d. and e 
are connected by the 
link de. 

As the speed of the 
engine increases efg 
moves around g away 
from ag, h approaches. 
ag, as does b. At the 
same time d is drawn 
downwards and c 
moves still closer toi 




SHAFT REGULATION. 



103 



ag, until when at its greatest speeds is on ag produced, and 
the valve has its least travel. 

It is evident that, for any position of the arrangement^ 
ac is the throw of the combined eccentrics, and the angle 
kac is the angle of advance. In order that the lead may be 
constant, the point c should move at right angles to ag^^ the 
speed changes. The figure represents the parts at their 
greatest and least cut-off. 




90. Ball. — The cut-off effected by the Ball engine regu- 
Jator is practically the same as in the two engines just 
described. Fig. 59 represents the regulator. The fly-wheel 
hub/ is k^yed to the shaft a. The outer end of th^ hub 
carries an eccentric b secured by the four bolts q, q. c is the 
eccentric-strap which carries the plate d, to which is attached 
a pin e which drives the eccentric-rod. To two opposite 
arms of the fly-wheel at /,/ the weights y,y are pivoted, 
each of which is connected to the eccentric-strap c by the 
rods k, k. On the line ss springs are attached to the arm 
carrying the weights and to the rim of the fly-wheel, which 
act against the centrifugal force tending to force the weights 
j\j outward. An auxiliary spring connects m with the piston 
of the dash-pot shown at 0, As the speed of the engine 
increases above the normal the weights /,/ move outward 
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and turn the strap c on the eccentric, causing the pin e to 
travel in an arc about v, the centre of the eccentric. This 



m 





Fig. 59. 



SHAFT REGULA TION. lOJ 

varies the distance from e to o, or the eccentricity, and also 
varies the angular advance. In the two regulators before 
described, the eccentric moved at right angles to the crank. 
In this case the eccentric moves about a fixed point v, and 
the change in distribution of steam is practically the same 
that takes place in a Stephenson's link with open rods. The 
valve in the Ball engine takes steam inside, so that the eccen- 
tric should follow the crank by an angle equal to 90° less the 
angle ol advance. The lead therefore becomes greater as 
the cut-off is shorter, and the point v must be so chosen that 
the lead is sufficient when loaded, and not excessive when 
running light. 

91. The Valve used on this engine is different from any 
of those of which sketches have been given. The valve is 
on the side of the cylinder, and Fig. 60 shows a vertical 



section through the valve and ports. Steam passes from the 
steam-pipe a into the interior b of the valve. The valve 
consists of the parts c and d, which slide freely in each other, 
but without allowing steam to escape into the space h. The 
upper and lower end of the pieces c and d, it and jj, are ex- 
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tended to make the valve-face covering the rectangular port* 
/, /, ey and e. These ports lead horizontally into the cylinder, 
and the valve is double-ported. Exhaust takes place outside 
the valve into the space k, and then through the ports ^,^ 
in the bottom of the chest to the exhaust-pipe. The area 
exposed to the steam-pressure is only enough to insure the 
valve remaining on its seat. 

QUESTIONS. 

123. How is the speed of an engine regulated when a 
plain slide-valve driven by a single eccentric is used ? 

124. How is the speed regulated in the Porter-Allen 
engine? 

125. Is it feasible to regulate the cut-oflf by changing the 
angular advance only ? Why ? 

126. How can the cut-off be regulated by changing both 
the angular advance and the eccentricity ? 

127. What is the mechanism used on the Erie engine? 
Is the variable cut-off the same as would be obtained by a 
Stephenson's link ? 

128. How is the cut-off varied on the Armington and Sims, 
engine, and what link-motion would give the same variation ? 

129. Describe the valve used on the Ball engine, and the 
apparatus used for changing the point of cut-off. 

130. What link-motion is the equivalent of the Ball 
motion? 

PROBLEMS. 

48. Given stroke 24 inches, connecting-rod 60 inches, 
maximum cut-off at f stroke, lead J inch, port-opening ij 
inches. What must be the movement of the eccentric to 
vary the cut-oflf from -^^ to f stroke ? 

49. Given the lap ^ inch, lead -^ inch, the cut-off to vary 
from J to } stroke. What should be the movement of the 
eccentric ? 
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92. Radial Gears. — There is another class of valve-gears 
which are used either for reversing or for changing the point 
of cut-off, which we will now take up, and which are called 
radial gears. A radial valve-gear is one in which the motion 
of the valve is taken from some point in a vibrating link, a 
second point of which moves in a closed curve, while a third 
point moves in a straight line or open curve. A subdivision 
might be made of simple and compound gears, a gear being 
simple when the closed curve is a circle, while in a compound 
gear the closed curve is described by a point on a second 
vibrating link moving according to a similar law, and whose 
motion may be either simple or compound. 

93. Hackworth's Gear. — Hackworth's gear is the oldest 
and simplest radial gear, and Fig. 61 gives a line diagram 





Fig. 61. 

of this motion, ab is the crank; ac is the eccentric set 180° 

in advance of the crank ; fe is the valve-stem, and de the 
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valve connecting-rod ; ch is the vibrating-piece, from the 
point d of which motion is taken. One end c moves in the 
closed curve of the eccentric-circle, while the other end k 
moves in a straight line kg, whose direction is determined 
by the angle of inclination a which hg makes with the line of 
centres ag. When the piece A^ occupies the position shown, 
an ordinary D-slide taking steam outside being used, the 
engine turns in the direction of the arrow, and when it is in 
the position A'^ the engine turns in the opposite direction. 

94. Constant Lead. — In Fig. 62, when the crank is on 
either dead-point a or b, the eccentric being 180° in advance, 
the length of the eccentric-rod be or ac is such that the point 
c coincides with the centre on which ie turns. Then as the 




Fig. 62. 

valve-rod is attached at/, the distance y^=/'^= lap plus 
lead, and is constant for both ends of the cylinder, during 
both forward and backward motions, and for all grades of 
expansion. 

95. Movement of the Valve. — Suppose the crank to have 
moved through the angle co, then the eccentric has moved 
to the position oh and the point c to i and /to k. Draw the 
lines in, km, and kp at right angles to t?^, and tr parallel to oc. 
Then km is the movement of the valve if the angularity of 
the valve-rod ks is neglected. Let bc = ac = hi =il^,fcz= ki^ /, . 
Call ico = a, km = x, and oh = r. Then 

X = km = kg-{- qm = kg -{- in, 
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But 



kg =^j rh. 



Now cn'=-op =. r sin <» approximately, and in = en tan a = 
r sin CO tan at, and rh ^=1 hp ^ in = r cos a? — r sin oa tan a ; or 
substituting, we have 



and 



kq=zj{r cos G7 — r sin G? tan a) 
X = j{r cos ft? — r sin ft? tan ct)-^r sin a? tan a ; 



or 



X =^jr cos ft? -f" sin ft>[ ^ tan a — -f r tan a) 

^=-7 r cos ft? + rl — -, — tan a\ sin ft? 

= A cos ft? + -5 sin ft?, 
which is the equation to the Zeuner diagram m which 

A = ^jr and B = ri^-^^) tan a. 
96. The Valve-diagram. — As most engines to which 




Fig. 63. 

these gears are applied are vertical, the diagrams are drawn 
as though one dead-point was at the top of the figure and 
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one at the bottom. In Fig. 63 is drawn the diagram for this 
motion, in which 



oa 



= -V and ab = -(- ' , * ) tan dr. 
2/j 2\ /, / 



From these equations we see that whatever the value of or, 
the centre of the valve-circle is on the line <tb. Now 



ab L — L 
tan aob = — = — -. — tan a ; 
oa /, 



or as oba would be the equivalent of the angle of advance of 
a single eccentric, to produce the same distribution of steam 



tan d = 



(/, — /,) tan a ' 



For any value of a, therefore, the corresponding valve- 
circles can be drawn. With t? as a centre and the lap od as 
a radius draw the lap-circle def. The port opens when the 
crank is at ody the lead is ec, and the cut-off takes place when 
the crank reaches of. 

97. To Design the Gear. — To design a Hackworth 
motion, suppose we have /, , /, , the lap, and the lead given, 
to determine the value of r and of a for a given cut-off. In 
Fig. 64 draw oa and cA at right angles to each other. From 
lay off oe = lap and ef = lead. Draw oi to represent the 
position of the crank at the point of cut-off. Draw the lap- 
circle eAi. The valve-circle must pass through /, ^, and i. 
Finding the centre A, and drawing the circle, we have 

o/=jr or r = — - — 



RADIAL GEARS^HACK WORTH* S. 



Ill 



and 



^ , /. — /. /, tan fok 
tzxifok = -^-T — tan a or tan a = — j- 



which determine the other details of the gear. 

98. Right-hand Rotation. — For convenience in dealing 
with the errors of this diagram we will use the term " right- 
hand rotation" to mean as follows : Assume the end of the 




Fig. 64. 

vibrating link, Figs. 61 and 62, which moves in a closed 
curve to be at your left, the end which moves in an open 
curve or straight line to be on your right, and the valve to 
be above the vi bra ting-link. Rotation in the direction of 
the movement of the hands of a watch will be called right- 
handed. Then in Figs. 61 and 62 movement in the direction 
of the arrows is right-hand rotation. 

99. Errors of the Diagram. — If a diagram is drawn 
according to the formulae deduced above, and a second dia- 
gram is made showing the actual position of the valve from 
a scale-drawing of the motion, it will be fpund that there is 
an error in the Zeuner diagram as applied to this gear. It 
will be found that the actual diagram approaches more 
nearly the theoretical for right-hand rotation, and if the 
diagram is laid down for different values of a, the smaller 
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this angle the less the errors of the diagram, and in design- 
ing a motion of this kind these points should be remembered. 





Fig. 65A. 



Fig. 65B. 



Figs. 65 and 66 represent the Zeuner and actual diagrams 
for a motion of the same proportions as Fig. 62 ; Fig. 65A 





Fig. 66a. 



Fig. 66b. 



being for right-hand rotation and tan a = .75, and 65B being 
for right-hand rotation with tan a = .4. Fig. 66 represents 
corresponding conditions with left-hand rotation. 
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100. Port-opening. — While there is a difference iix the 
amount of port-opening and cut-off, with motion in either 
direction, for the two ends of a cylinder, the difference is 
greater with left-hand rotation, and might become serious in 
a badly designed gear. 

lOi. Connecting up a Hackworth Gear. — In a horizon- 
tal engine advantage could be taken of this by making the 
more rapid valve-motion at that end of the cylinder at which, 
owing to the angularity of the connecting-rod, the more 
rapid motion of the piston itself occurs. In vertical engines 
designed to run left-handed it is well to introduce a rocker- 
arm, thus reversing the motion and giving the wider opening 
and retarded cut-off on the up-stroke. If desired, the eccen- 
tric can be changed 180°, or the swinging link attached to 
the crank directly. The point i would then travel on the 
part ce instead of ci. Fig. 62, if the engine turned in the same 
direction, and a rocker would have to be used or steam taken 
inside the valve. 

102. Attaching Valve-stem outside. — Sometimes, in- 
stead of attaching the valve-rod at k between h and i, as in 
Fig. 62, it is attached at a point outside, as at k' . Our 
reasoning still holds good ; but the /, now changes sign, and 
the equation to the movement of the valve is 



X •= J r cos M -\- r\ — - — i tan ix sm c». 



The sliding of the end i of the vibrating-link along the 
guide ie is liable to excessive friction as the angle a increases, 
and this led to the other types of simple radial gear. 

103. Equalizing Port-opening. — By the use of an equal- 
izing lever it is possible to make the port-opening on both 
ends of the cylinder the same for any given cut-off, and if 
desired the cut-off in the two ends of the cylinder can be 
made exactly equal. 

Fig. 67 represents the path of that point of the radius-rod 
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Fig. 67. 



to which the valve-stem or valve 
connecting-rod is attached, for 
one value of a for which the 
port-opening is to be equalized. 
a and b are the positions cor- 
responding to the dead-points ; 
ac is therefore equal to be or 
to the lap plus the lead, mn 
being the centre-line of the 
movement. Make kc=:ch=^ the 
lap. When the crank is in such 
a position that the end of the 
radius-rod is at j\ the valve is 
just opening. At i the valve is 
just closing the same port. At 
/ the valve is just opening to 
steam on the other end, and at 
g cut-off takes place. 

With g and / as centres and 
the length of the valve connect- 
ing-rod, ks of Fig. 62, as a radius, 
describe arcs intersecting at o, 
and from i and / describe arcs 
intersecting at p. Bisect op by 
the line rs. With / and q the 
extreme positions, draw indefi- 
nite arcs / and u with the same 
radius. Select a point on rs 
as a centre, such that if an arc 
with sp as a radius is drawn, // 
is equal to ou. Draw sv perpen- 
dicular to the direction of move- 
ment of the valve, vsr is then 
the angle which the arms of the 
equalizing lever should make 
with each other. The length of 
the arms should be such that 



RADIAL GEARS^HACK WORTH'S. II5 

Avhile the end of the arm rs travels from o to /, the end of 
the arm sv travels twice the lap. 

X04. Equalizing the Cut-oflf. — The cut-off can be equal 
ized by determining the pomts o and p from the points 
actually occupied by the lower end of the valve connecting- 
rod when steam is admitted and cut-off at the required points 
instead of from the points/ and i and ^ and /, as in the last 
article. While this method will make the port-opening and 
cut ofl for one grade of expansion exactly equal, it will make 
them more nearly equal for all grades than if no equalizing 
lever is used. 

QUESTIONS. 

131. What are radial gears? and what is the distinction 
made between simple and compound gears? 

132. Sketch and describe the Hackworth gear. 

133. How does the lead vary with different values of or? 

134. Deduce the equation to the movement of the valve, 
and show how to draw the valve-diagram for a vertical 
•engine. 

135. What data is required and how proceed to deter- 
mine the other parts of the gear? 

1 36. Explain the distinction made between right- and left- 
hand rotation. If the closed curve is on your right, the 
open curve on your left, and the valve below the vibrating, 
link, is motion with the hands of the watch right- or left- 
handed ? 

137. How does the port-opening vary with the Hack- 
worth gear? and is the variation greater for right- or for 
left-hand rotation? 

138. How should a horizontal engine be run with a 
Hackworth gear? A vertical? Why? 

139. What effect has attaching the valve connecting-rod 
to an extension of the vibrating-link ? 

140. How can the port-opening be equalized? 

141. How can the cnt-off be equalized? and can it be 
•done for several points of cut-off ? 
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PROBLEMS. 



50. Draw the Zeuner diagram for a Hackworth gear hav- 
ing r = 2.5 inches, /^ = 23J inches, /, = — i6f inches, a = %^ 
and 25°. Lap = i J inches. Determine the point of cut-off. 

51. Given the maximum cut-off at .7 stroke, a to be not 
over 24°. Angle of lead 8°, lap i J inches, lead f inch, centre 
of shaft to centre of valve connecting-rod at right angles to» 
stroke of piston 40 inches, the valve connecting-rod to be 
attached outside, find the value of /^ , /, , and r. 

52. Given /, = 27J inches, /, = — 21 inches, r — 3^ inches^ 
and lap = 2f inches. Required the value of a for cutting: , 
off at half-stroke, the angle of lead being 6°. 

53. With the data of Problem 52 and the length, of the 
valve connecting-rod as 60 inches, determine the equalizing; 
lever which will make the port-opening the same at the two- 
ends of the cylinder and the cut-off at half-stroke. 

54. If the crank is 16 inches and the connecting-rod 64. 
inches, determine an equalizing lever which will admit steam 
6° before the beginning of each stroke, will cut off at exactly 
half-stroke on both strokes, and will give the same port- 
opening on both ends, the other data being as ia Problem 52* 
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105. Marshall's Gear. — Fig. 68 is a line diagram of a 
Marshall gear, which is more commonly used than any other 
form of simple radial gea^. As in Fig. 61, ab is the crank, 
'ac the eccentric, cA the vibrating-link or radius-rod, de the 
valve connecting-rod, and e/ is the valve-stem, i is a fixed 
point on the frame to which a radius-rod ig- is attached, 
and for any one grade of expansion and direction of running 
«]f is fixed in position, and ^ is therefore practically a fixed 
point. 

To ^ is attached a link gh = gi and to A is attached the 
end of the vibrating-link cA. A therefore travels in the arc 

/ 




Fig. 68. 

of a circle jW, which replaces the straight line of the Hack- 
worth motion. 

A comparison of Figs. 68 and 61 will show that the same 
equation will represent the movement of the valve if we call 
a the angle made by the tangent of the arc jA at the point i 
with the centre-line ia. 

106. Errors of the Zeuner Diagram. — Replacing the 
straight line by the arc, brings another error in the diagram^ 
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which, as will be seen from Figs. 69 and 70, is quite an im 
portant one. Both figures show the Zeuner diagram in the 




Fig. 69. 

full lines and the actual movement of the valve in broken? 
lines for a Marshall gear of the dimensions given in Fig. 68. 
Fig. 69 shows the diagrams for right-hand rotation, and 




Fig. 70. 

Fig. 70 for left-hand. In each figure A is for tan a 
and B is for tan a = .4. 



= .7S» 
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An examination of these figures will show that for left- 
hand rotation the points of cut-off and port-openings for cor- 
responding positions of the up and down strokes are more 
nearly equal. Horizontal engines should therefore be made 
to run in this way. For right-hand rotation the port-open- 
ings for corresponding positions on the up and down strokes 
are more unequal, and greater port-openings and more 
retarded cut-off are given on the up-strokes. Vertical 
engines should therefore be made to run in this direction, 
or, as is more commonly done, the eccentric could be set 
with the crank, and the valve driven from ch extended. 

It is possible to work out a formula which gives more 
exactly the actual movement of the valve, but the results are 
too unwieldy for practical use. 

The chief recommendation of this gear is the small 
number of working parts, and the excellent distribution of 
steam which can be obtained by a proper proportion of the 
parts. 

107. Proportions of Gear. — The dimensions of the differ- 
ent parts of this gear affect seriously the points of cut-off, 
etc. ; and the following are given by Mr. G. A. C. Bremme, 
the inventor, as good proportions for the various parts : 

Radius-rod and arm gi (Fig. 68) = (mc ; 

Eccentric-rod, ch = ()ac\ 

Lead arm hd = —4.5^^; 

Lap on steam edges (both sides equal) = .(mc. 

The angle a should never exceed 25^ 

The problems give the principal dimensions of gears 
actually constructed which differ very materially from the 
proportions given above. 

108. Designing. — The method of designing the parts, 
laying down the valve-diagram, and determining an equaliz- 
ing lever are the same as already set forth under the Hack- 
worth gear. 
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109. Angstrom's Gear. — Angstrom's gear is a modifica- 
tion of Hackworth's, and within certain limits is the exact 
equivalent of it. In Fig. 71 the end h of the vibrating-lever, 




Fig. 71. 

instead of being carried on a guide, is attached to a point h 
in a rod kl, the ends k and / swinging around the points g 
andy by the links gl and jk, the points^ and /being fixed 

i9 




Fig. 72. 

for any one point of cut-off. The whole arrangement forms 
a parallel motion. For a short distance on either side of i 
the motion of h is at a fixed angle tojg or to aty and when b 
is not allowed to travel beyond this limit the formulae and 
diagrams belonging to the Hackworth motion fit this gear. 
If, however, this limit is passed another error is introduced, 
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and its amount will depend on whether the parallel motion 
is made as in Fig. 71 or 72, either of which will give motion 
at the same angle a to ai, 

no. The Diagrams. — If the diagrams are drawn for this 
gear as for the Hackworth and Marshall, it will be found 
that the results are much better if the parallel motion is 
connected as shown in Fig. 71, and right-hand rotation 
should be selected as giving more even cut-off and greater 
regularity of opening. This gear is superior to Marshall's 
but inferior to Hackworth*s on the points mentioned, but it 
must be remembered that this only applies when the limits 
of the parallel motion are exceeded. As regards construc- 
tion, it is inferior to Marshall's in that it has more links, 
and consequently less rigidity, while it has the advantage 
over Hackworth's of dispensing with the sliding motion of 
the end of the vibrating-lever. 

111. Advantages and Disadvantages of Radial Gears. 
— There is a disadvantage under which all these gears labor. 
To give a well-balanced motion, the vibrating-lever ch must 
be long; and as all the stress, which is considerable in the 
case of an unbalanced valve or of high speeds, comes trans- 
versely on it, there is likely to be great vibration and danger 
of breaking. 

The general advantages which are characteristic of all 
forms of radial gears are lightness, compactness, a small 
number of moving parts, and constant lead. There are sev- 
eral forms of compound radial gears, but the discussion of 
one will cover the ground sufficiently. 

112. The Joy Gear. — Fig. 73 is a line sketch of a Joy 
gear as applied to a horizontal engine, ab is the crank, be 
the connecting-rod. To a point d in the connecting-rod is 
attached the link de^ the end e of which swings about a point 
yon the engine frame, the points^ and /being connected by 
a link ef, ig is a rod having its lower end g connected to 
the link de ; at its upper end / is connected to the valve-rod 
ij\ which connects with the valve-stem aty. The point h of 
ig is guided along the arc of a circle Ikm, either by guides or 
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by swinging around a centre. This arc is pivoted at ^ so 
that the cut-off can be changed or the engine reversed. 




Fig. 73. 

Remembering our definition of right-hand rotation, the 
direction shown by the arrow in Fig. 73 is left-hand. 

The reason for compounding a radial gear is to do away 
with the eccentric. The figure shows the exact motion of 
the points </, g and 1. 

If the end of hg were attached directly to the connecting- 
rod at </, the point d during the lower half-revolution of the 
crank would describe the lower half of a curve which nearly 
coincides with a circle having ^ as a centre, so that h would 
have little motion along /w, and the only motion given to 
the valve would be that due to the oscillation of hi about k* 
By causing g to describe the irregular oval, the travel of the 
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point k above and below the centre of suspension k of the 
arc Im is equal and approximate!}^ symmetrical. 

113. Movement of the Valve. — When the engine is on 
either dead-point, call 6 the angle the link ed makes with a 
vertical line, and the angle kg makes with the vertical. 
Call the distance de ■=^ l^, dg=l^, kg=l^, ki=zl^. Then 
l^ vers 6^ = /i vers 0, as the angularity of the rods should 
neutralize each other in a well-designed gear. Also, l^ sin 
-^ l^ sin = R = radius of crank, as the point d should 
travel symmetrically under k. Also /, sin 6 == R. 

In designing, thq most convenient assumption is that 
which fixes the value of /^ and /, . The distance from the 
centre of the valve-stem to the axis of the cylinder is fixed, 
and is approximately /3 + /1 — Z*. Having assumed these 
values, we have ^^{i — cos 0) = /,(i — cos 0), 

/^ sin 6^ + /, sin = ^ and /, sin 6 = R. 

From these equations, by eliminating 6 and 0, we can get a 

value of /, in terms of 1^,1^, and R. 

In the Hackworth gear the movement of the valve is 

composed of two parts, one part mg, in Fig. 62, due to the 

movement of i along ice^ and one part qk due to the turning 

of ir around /. In the Joy gear. Fig. 73, the point d moves 

c 
vertically a distance tR sin go when c = the distance cd and 

d = c6, and </ is a distance R cos c» from its middle position. 
g has moved vertically practically the same distance as dy or 

jR sin c», and horizontally is * . *R cos go from its middle 

position. 

If, then, instead of r sin co in the equation to the Hack- 

worth motion, we put tR sin 00, and instead of r cos go we 

/ — / ' 
put -^-1 — R cos cOy we get the equation to the movement of 

the valve. 
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As i is beyond A, the equation for the Hackworth mo- 
tion is 

X = jr cos Go-\-r I — -, — tan a J sin c» ; 
and making the substitutions noted above, we have 



= ^^-j-^Rj cos co + r{^-^^ tan a) 



sm 07, 



from the movement of the valve from its middle position. 
The co-ordinates of the centre of the valve-circles are hori- 
zontally ' . -Rf> and vertically - • t\ , " tan aj. 

From these values the valve-circle can be drawn, and the 
points of cut-off, steam admission, etc., determined. 

114. Errors of the Zeuner Diagram. — The errors in 
using the diagram are shown in Figs. 74 and 75, where the 





Fig. 74. 

arrows indicate the movement of the crank : that is. Fig. 74 
is for left-hand rotation by definition, and Fig. 75 is for right- 
hand rotation, A being drawn for tan a = .75, and B for 
tan a =1 .4. It will be seen that the lead is equal on both 
ends of the cylinder for motion in either direction, but the 
cut-off is more nearly equal for right-hand rotation than for 
left. 
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QUESTIONS. 

142. Sketch and describe a Marshall gear. 

143. Deduce the equation for the movement of the valve 
with the Marshall gear. 

144. What parts of the valve movement are most affected 
by the errors of the Zeuner diagram ? 

145. How should a horizontal engine run with a Marshall 
gear ? A vertical ? Why ? 

146. Explain the method of designing a Marshall gear. 
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147. Sketch Angstrom's gear, and what is the objection 
to it? 

148., What are generally the advantages and disadvan« 
tages of radial gears? 

149. Sketch a Joy gear. 

150. Determine the movement of the valve in the Joy 
gear. 

151. Is the Zeuner diagram a close approximation in the 
case of a Joy gear? 

152. If the smaller opening of the port is desired on the 
end opposite that which the gear as connected would give 
it, what must be done to change it ? 
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PROBLEMS. 

Problems 50, 51, and 52 apply equally well to the Mar- 
shall gear. 

55. Solve Problem 53 for a Marshall gear, having the 
reversing-arm and radius-rod each 18^ inches. 

56. Solve Problem 54 for a Marshall gear having the re- 
versing-arm i8i inches. 

57. In a Joy gear having crank 8 inches, ^=13 inches, 
b = 39 inches, /, = 16 inches, /, = 8 inches, /, = 24 inches, 
and /^ = 8 inches, the lap being 2 inches, and the reversing- 
arm and radius-rod 12 inches, find the value of a for cutting 
off at G? = 90°, the angle of lead being 8°. 

58. Draw a diagram for the Joy gear in Problem 57, 
showing the error of the Zeuner diagram for cutting off 
at GO = 90° on both strokes. 

59. If the engine is to cut-off exactly at half-stroke on 
both ends, what must be the lap and the lead on each end. 

60. In a Marshall gear having r = 5^^ inches, lap i J^', 
/j = 66, and /, = 30, the reverse lever 30 and tan a = .6. 
Find the points of cut-off in both ends of the cylinder from 
the Zeuner diagram, and by laying down the gear, if the 
stroke is 48 inches; and the connecting-rod 100 inches. 



CHAPTER XV. 

DOUBLE VALVES-GRIDIRON VALVE. 

115. Kinds of Double Valves.— We have already seen 
that in the case of a single valve moved by an eccentric, 
early cut-off makes equally early admission, and affects the 
exhaust in the same way as the steam. To retain the proper 
opening and closing of the exhaust while varying the cut-off, 
double valves are used, and may be divided into two general 
classes. 

In the first class the second valve called the cut-off 
valve moves on an independent valve-seat, and controls the 
admission of steam to the steam-chest of the main valve. 
By cutting off the admission of steam to the main valve- 
chest, steam is prevented from entering the cylinder whether 
the main valve is open for steam or not. As the exhaust 
takes place under the main valve, no change is made in the 
exhaust. 

In the second class the cut-off valve moves on the back 
of the main valve, and produces the same effect. 

116. Gridiron Valve. — The first class is represented in 
Fig. 76, which is a sketch of a Gonzenbach or gridiron 
valve, a is the main valve, b is the valve-chest, c is the seat 
of the cut off valve, and d the cut-off valve itself. 

Steam first enters the space e above the cut-off valve, and 
when this valve is open passes through the ports g and h, 
into the main valve chamber b. If the valve a opens, steam 
then passes into the cylinder. After steam is cut off by the 
valve dy the steam in the chest b and in the cylinder expands 
as one volume; and after the main valve closes, the steam in the 
cylinder alone expands. Exhaust takes place under the valve 
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a as in an ordinary slide. The valves a and rfare moved by 
independent eccentrics, but the valves never occupy the 




Fig. 76. 

relative positions shown when connected to their eccentrics^ 
The small diagram shows the relative position of the crank 
and the two eccentrics. 

117. Polonceau Valve. — A valve of the second class is 
shown in Fig. Tj, which is a sketch of Polonceau*s valve. 
The valves are in their middle position at the same time — ^a 




Fig. 77. 

position they never assume if connected to their eccentrics. 
a is the main valve, which has two passage-ways b and c, the 
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part between the passage-ways being an ordinarj D-slide. 
On the back or tops of the main valve is a cut-off valve dy 
which is a plain flat block. Each valve is moved by its own 
eccentric. 

As the main valve moves to the left steam passes from 
the chest e through the passage b^ to the steam-passage lead- 
ing to the right-hand end of the cylinder. The block d is 
moving at the same time, and by a proper setting of the 
eccentrics, at the right point in the stroke the valve d covers 
the passage b, and steam is cut off. The exhaust here as in 
the other class takes place independently of the admission 
and cut-off. The small diagram shows the relative position 
of the crank and the two eccentrics. 

118. Diagram for Gridiron Valve. — To determine the 
point of cut-off, etc., of the Gonzenbach valve, we proceed 




Fig. 78. 

as follows : In Fig. 78 draw the diagram for the main valve 
as for any single valve. As the exhaust is not affected b)'^ 
the cut-off arrangement, we will omit the exhaust lines from 
the diagram. In the figure A is the admission and B the^ 
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cut-off in tne right-hand end of the cylinder, C is the admis- 
sion, and D the cut-off for the left-hand end. 

Suppose the cut-off valve to be moved by an eccentric 

without angular advance. Fig. 
79 will then represent the dis- 
tance the cut-off valve has 
'E moved from its central position 
for any position of the crank. 
If the width of the port // is e 
and of g is /, it is evident that 
if the valve moves away from 
its central position a distance 

—- — = J, the edge of d is just 

closing the port A. If in Fig. 
79 we draw a circle e/g with s 
as a radius, the cut-off valve 
covers the port while the crank 
is passing from E to F, 

Referring to Fig. 78, it is 
evident that the cut-off valve must open between D and A 
in order that the steam may be admitted as soon as the main 
valve opens. It must close between A and B to cut off 
before the main valve does, and it must not open again until 
the crank passes B, otherwise steam would be admitted twice 
during one stroke. The cut-off valve must again open be- 
tween B and C to admit steam to be ready for the next 
stroke. 

That is, in a combined diagram for the two valves E 
should fall between A and B, and F should fall between B 
and Cy and this generally requires that the angle of advance 
of the cut-off valve should be negative. 

119. Combined Diagram for both Eccentrics. — Fig. 80 
represents such a combined diagram. Steam is admitted 
through the cut-off valve at F' and the main valve opens at 
A. Cut-off by the cut-off valve takes place at E and b}^ the 
main valve at B. The cut-off valve opens again at F, and 




Fig. 79. 
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the main valve to the other end of the cylinder at C. As 
the point F must always fall between B and C, the limits of 
cut-off obtainable by this gear are not very great. 

If E falls on B, the main and cut-off valve close at the 
same time ; and if -F falls on C, the cut-off takes place at E^ , 




Fig. 8o. 



and the cut-off can therefore be changed by changing the 
value of s between oe' and oB, 

120. Limits of Cut-off. — In the diagram we have drawn, 
the centre of the cut-off valve-circle falls on oB, If it falls 
on any other line, as oB\ the limits of the cut-off would be 
less. For if ot is such a value of s that it cuts the cut-off 
valve-circle on oB, the cut-off takes place on oE^ , and any 
greater value of s will cause the valve to admit steam twice 
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during the stroke. The range of cut-off is then from oE^ to 
oE^ . This, while allowing an earlier cut-off, gives less range^. 
and at the same time makes a bad distribution of steam if 
a later cut-off than oE^ is required. 

It is generally better to draw the diagram so that the 
centre of the valve-circle for the cut-off valve is on the line 
of cut-off for the main valve. 

121. Width of Ports. — In laying down the diagram all 
the data of the main valve are given, or can be determined 
as already shown for a plain slide. The area of the port 
through the seat of the cut-off valve should be as great as 
and preferably a little greater than the area through the 
main valve-seat. This will determine the value of e. 

The opening in the cut-off valve is usually greater thani 
this. The reason for this is, that the valve may be opened 
and closed quickly, or for the same reason that the over- 
travel is given to an ordinary slide-valve. Evidently the 
port begins to close when the valve has travelled a distance 

f — € 

from its middle position, is entirely closed when x =^ Sy 

2 

begins to open again when x is equal to J, and is wide open 
again when x = . 

122. Angle of Advance. — Having determined e and /,. 
suppose in Fig. 8i we have the main valve-circle given, cutting^ 
off at ^^, and suppose it is desired with the cut-off valve to cut 
off steam when the crank is at oe. With a radius equal to- 
s, draw the c\rc\^ fgh. Then, in order that the cut-off valve 
will not admit steam again before the main valve cuts off,, 
the valve-circle for the cut-off valve must pass through /, o, 
and h, or some point beyond h on the line oh. Making it 
pass through h gives oi for the throw of the eccentric, and 
goi for the angle of advance, which is negative. This is the 
least travel and the least angle of advance this cut-off eccen- 
tric can have. 

The greatest angle of advance and travel of the valve can 
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be determined by causing the valve-circle to pass through 
^,/, and d, the admission to the other end of the cylinder. 
If the engine is to cut off permanently at one point, an inter- 
«iediate value should be taken to make sure that the port is 
well open at the admission for the return stroke. 

123. Varying Cut-off. — As a certain range of cut-off is 
possible for a given valve, we will see how it can be obtained, 




Fig. 81. 



and the engine made self-regulating within that range. An 
examination of Fig. 81 shows that if the angle of advance 
alone is increased the cut-off is later, but it cannot be made 
less than that shown in the figure. If the value of oi alone 
is increased the cut-off is earlier, but oi can only be increased 
until the cut-off valve-circle passes through d. 

If the angle of advance then is increased to gob and the 
valve-circle be made to pass through h and o, the cut-off wull 
be on ob. This of course gives the latest possible cut-off, 
Jf now the eccentricity is increased, the cut-off is earlier and 
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earlier, until, when the valve-circle passes through d^ it is the 
earliest possible. 

With a given eccentricity the earliest cut-off is obtainable 
by giving it such an angle of advance that the valve-circle 
passes through A, and the latest by making it pass through 
d, A range of cut-off equivalent to the angle Aod only is 
obtainable, and this small limit of variation is the reason 
why this cut-off is not more commonly used. 

124. Arrangement used for Varying Cut-off. — An ar- 
rangement has been devised by which the travel of the cut* 
off valve can be changed, thereby changing the point of 
cut-off. In Fig. 82 a is the shaft, ad is the crank, ac the 




Fig. 82. 

main-valve eccentric, cd its eccentric-rod, and de the valve- 
stem, /g^ is the cut-off valve-stem, g-A a radius-rod, the end A 
being connected to one end of a reverse-lever Aij swinging 
around i. The end j of the reverse-lever is connected by 
the eccentric-rod jk to the cut-off eccentric aky which is set 
in the position shown because of the reverse-lever being 
used (the cut-off eccentric having negative angular advance).^ 
tA is an arc having Ag^ as a radius. By moving A in this 
arc the travel of the valve is changed in the proportion of 
iA to ij. 

The part of iA over which A can move is limited by the 
greatest and least allowable travel from the diagram. 

125. Width of Cut-off Valve.— The width of the piece 
d of Fig. 76 is yet to be determined. From its middle posi- 
tion the valve moves in either direction a distance r, = the 
throw of the cut-off eccentric. The distance from the edge 
« to / should be greater than r, , or the outer edge of the 
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valve sbould never uncover the port. Therefore the width 
of the valve with a single port should be greater than 

2r-j- ^« 

126. Varying Width of Block. — There is one other way 

in which this valve could be made to vary the cut-off, and 

that is by changing the value of s. In one gear this is 

done by causing the cut-off valve to slide on a plate which 

is adjustable, changing the value of e and the point of 

cut-off. 

QUESTIONS. 

153. Why are double valves used ? 

1 54. Sketch and describe the two classes of double valves 
treated of. 

155. Explain the method of drawing the diagrams for a 
gridiron valve. 

156. What limits are there to the position of the valve- 
diagram for the cut-off valve ? 

157. What are the limits of cut-off with a gridiron valve ? 

158. What fixes the width of port in the cut-off valve 
and its seat ? 

159. In designing a gridiron valve what considerations 
govern the fixing of the angular advance ? 

160. How can the cut-off be varied, and what arrange- 
ment is used for that purpose? 

161. How determine the width of the cut-off valve ? 

162. Draw the valve-diagram of the gridiron valve and 
show the effect of varying the width of the port in the cut- 
off valve. 

PROBLEMS. 

61. Having given r = r^ = 2|- inches, cJ = — cJ, = 18°, lap 
f inch, ^ = I inch,/= i\ inches, determine the point of cut- 
off and the variation of cut-off which would be possible by 
changing the eccentricity of the cut-off eccentric. 

62. The main valve is to cut-off at f stroke cJ, = — 5°, 
maximum r^ = 3 inches, e = 1.5 inches, /= 2 inches, what 
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are the limits of r„ and between what values of a? can the 
cut-ofiF be varied ? 

63. The main valve is to cut oflF at } stroke, and the cut- 
off with the cut-off valve is to vary from J to f stroke, e = \\, 
fz=z i|, what must be the angular advance and limiting values 
ofr,? 



CHAPTER XVI. 



RELATIVE MOVEMENT- -POLONCEAU GEAR. 

127. One Valve on the Back of Another. — To investi- 
gate a valve-motion of the second class, we must first deter- 
mine the relative motion of two valves, each moved by an ec- 
centric, when one moves on the back of another. In Fig. 83 




Fig. 83. 

suppose we have the diagrams of two valves, one with an 
eccentricity r =: od and an angle of advance d = aod, and the 
other with an eccentricity r, = oc and an angle of advance 
tJ, = aoc. 

From the diagram, if ob is one dead-point, when the 
crank has moved through an angle go = bog the first valve 
has moved from its middle position a distance oe^ and the 
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second has moved in the same direction from its middle 
position a distance of, and the distance between the centres 
of the valve is 

fe = oe — of. 

128. Relative Valve-circle. — As seen from the first part 
of the work, 

oe = r sin {go + d\ 

and 

£?/=:r, sin((»+(y,), 

and 

ef^:^r sin (a? + <^) — ^1 sin {go -\- d^ 

= r sin G7 cos d + r cos co sin d — r^ sin go cos cJ, 

■— r^ cos GO sin S^ 

=. {r cos (J — r, cos ^,) sin a? -|- (r sin (J — r^ sin d,) cos go. 

The value of </* can be represented by a circle, the co- 
ordinates of the centre being 

r sin <y — r^ sin d^ r cos d — r, cos S^ 

and , 

2 2 

and the other extremity of the diameter through has co- 
ordinates r sin d — r, sin d^ and r cos (J — r, cos (J,. 

In the figure, if we draw dh parallel to ao and ch parallel 
to oby the line 

dhr=z r cos d — r, cos ^^ 
and 

^A = r sin <y — r, sin 6^ , 

and the line from rf to t: is therefore equal in length and 
parallel to the diameter of the circle, which shows the length 
of efioT every value of g?, and this we will call the relative 
valve-circle. 

129. To draw the Relative Valve-circle. — Drawing 
through o the line ok parallel and equal to dc, we have the 
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diameter of the relative valve-circle • in its proper place. 
Drawing the circle on ok as a diameter, we have a diagram 
showing the relative motion of the two valves. That is, 
when the crank gets to any position, as og^ the distance ol is 
the distance between the centres of the two valves. 

130. The Polonceau Valve. — Referring now to Fig. jt,. 
when the valves have moved so that the distance between 
their centres is s, the valve d covers the steam-passage and 
steam is cut off. If now, in Fig, 83, with ^ as a centre we 
draw a circle qv with .y as a radius, steam is cut off when the 
crank reaches ov^ and the port opens again when the crank 
reaches oq. If now oq is later than the point of cut-off of the 
main valve, steam is admitted only once during each stroke, 
and the movement is correct. An examination of Fig 83 
shows that if by any means we can change the angular 
advance or travel of either eccentric or valve we can change 
the position and size of the relative valve-circle, and conse- 
quently change the point of cut-off. 

131. The Polonceau Gear. — Perhaps as simple a way of 
changing the travel of the valve and angular advance as any 
is by using a link-motion. Let Fig. 84 be a Gooch motion, 




Fig. 84. 

arranged with two radius-rods, so that the main valve is. 
attached to one and the cut-off valve to the other. If the 
radius-rods are at the same point on the link, the valves, 
move together and the cut-off is that due to the mam valve. 

132. Valve Diagram. — The valve-diagram is that given 
in Fig. 85 by the circle i, and the cut-off takes place at oa. 

If now the radius-rod of the cut-off valve is lowered, say 
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half-way to the centre, the diagram for the main valve is 
that given by the circle i and for the cut-ofi valve that 
given by 2, and the relative valve-circle is found by laying 




Fig. 85. 

off od equal and parallel to fe. As for a Gooch link fe is 
parallel to on^ the centre of the relative valve-circle is on on. 
Drawing the relative valve-circle, and drawing a circle gpqr 
with J as a radius, then og is the cut-off for the main valve 
u = c, the cut-off valve u^ = ic. 

133. Limits of Cut-off. — If for the cut-off valve we had 
made Wj greater than ic for the particular dimensions 
selected, the point ^ would have fallen lower on the line on, 
and the circle with .y as a radius would have cut the relative 
valve-circle a second time before the main valve cuts off, or 



RELATIVE MOVEMENl—POLONCEAU GEAR. I4I 

steam would have been admitted twice during one stroke. 
Evidently the cut-off at og is the latest cut-off possible with 
this particular gear. 

When «, = o for the cut-off valve, the centre of the rela-. 
tive valve-circle is at d and the cut-off is at op. For the cut-off 
valve «, = — \c, m is the centre of the relative valve-circle^ 
and the cut-off is at oq. For ^^, = — ^ for the cut-off valve- 
circle the centre of the relative valve-circle is at n^ and the 
cut-off takes place at or. 

As the radius-rod can be lowered no further, it is evident 
that or is the earliest cut-off attainable with this gear. The 
cut-off is therefore limited to the distance between the two. 
positions of the crank or and og^ and is therefore of quite 
restricted use except for engines requiring a large amount 
of power when starting, at which time the cut-off can take 
place by the main valve, and afterwards much less power 
can be used, as the engine gets down to its steady load. 

With a link-motion actuating both valves in this way the 
latest point of cut-off by the cut-off valve is at such a position 
that the distance from the point of cut-off to mid-stroke is the 
same as the distance from mid-stroke to the point of cut-off by 
the main valve. 

134. Dimensions of Valve. — The area of the passages b- 
and c both at the top and bottom of the main valve should 
be as great or greater than the area of the main steam-port. 
The length of d, Fig. TJ, should be so great that the left- 
hand edge of d should never pass the left-hand edge of b. 
Calling e the width of the port in b and r^ the relative valve- 
circle diameter, the length oid> r^ — is — e) or d> r^-^-e — s. 

The distance between the steam-passages on the top of 
the main valve = d-\- 2{s — e). 

The outer wall of the steam-passage b should be so wide 
that for the greatest relative travel the right-hand edge of d: 
should pass over the end of the valve or be < r^ -- s. 
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QUESTIONS. 

163. What is meant by the relative valve-circle, and how 
is it determined ? 

164. Prove that the relative movement of the two valves 
is given by the relative valve-circle. 

165. Describe the Polonceau valve. 

166. What arrangement was used for movingthe Polon- 
ceau valves? 

167. How is the valve-diagram for a Polonceau valve 
and gear drawn ? 

168. What are the limits of cut-off with this gear? 

169. How are the dimensions of the main and cut-ofi 
valves determined? 

PROBLEMS. 

64. A Polonceau valve is driven by a Gooch motion 
having r = 2| inches, ^ = 57 inches, S = 27°, and lead equal 
to J inch, and for u = 6 the cut-off just opens as the main 
valve closes. Length of link 12 inches. Draw a diagram 
showing the cut-off for u = 6 inches, u^ = 2, 4, and 6 inches. 

65. Determine the greatest and least limit of the cut-off 
with the data of Problem 64. 

66. If the port in the main valve-seat is i j inches and in 
the cut-off valve-seat is if inches, with the value of s as found 
for Problem 64 draw the valve in the position it would 
occupy if G? = 40° and the cut-off at ^ stroke ; the exhaust- 
port in the main valve-seat being 4 inches and the bridges 
I J inches, the iron being -J inch thick in the valves. 
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BUCKEYE GEAR. 

135. The Valve. — The Buckeye Automatic Engine valve 
resembles the valve we have t)een dealing with, but its 
method of action is entirely different. Fig. 86 is a part sec- 
tion through the valves and cylinder, a is the main valve, 
having ports b, through which steam passes from the chest 
A to the passage c in the cylinder, e and e are two blocks 




Fio. 86. 

connected by rods/passing through an opening in the main 
valve, and forming together the cut-off valve. As steam is 
admitted through //, and the exhaust takes place at g, the 
action of the main valve is the same as of an ordinary D- 
slide taking steam inside and exhausting outside. 

136. The Eccentrics and Connections.— In Fig. 87 if ab 
is the crank turning as shown by the arrow, an eccentric ac 




Fig. 87. 
connected directly, by an eccentric-rod cd, to a valve-stem 
de would give the mam valve the proper motion. 

At the point d, the eccentnc-rod is also connected to the 
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lever dfy which is pivoted to the frame of the engine at f^ 

i is the middle of df, and to i is attached the centre of a 

vibrating-lever hj\ one end of which, j\ is connected to the 

cut-off valve-stem y>fe, and the other end, A, is connected by 

the eccentric-rod hg to the cut-ofi eccentric ag. Assume 

that ac and ag are in their middle position when at ac and 

ag' , Call cac = 6 and g'ag = d, . Call ac=^r and ag = r, (in 

the Buckeye engine these are equal). Evidently, if both 

eccentrics are in their middle positions at the same time, 

the valves would occupy the positions shown in Fig. 86 ; 

but as the eccentrics are never in their mid-positions at 

the same time, the valves and ports are never, in the engine, 

as shown in the figure. 

137. Movement of the Valves. — When the crank ab has 

moved in the direction of the arrow through the angle 

G?, if the eccentrics are in their proper position the angle 

c'ac = (J -|- G? and g'ag =z d^ — gj. The main valve has moved 

to the left a distance r sin ((»-[- (^). The point d has moved 

to the left the same distance, and the point i has moved to 

r 
the left - sin (a? + ^\ I^ ^^e eccentric ag is still in its mid- 

position the lever hj turns about A as a centre, and j has 
moved to the left a distance = r sin (g? -|- S\ and the cut-off 
valve has moved to the left a distance r sin (go -{- (J) due to 
the movement of the main eccentric alone. To bring the 
cut-off eccentric to its proper position g moves to the right 
a distance r, sin (co — d,) and/ moves to the left a distance r^^ 
sin (go — dj), and the total movement of the cut-off valve is r 
sin (go-\- &)-\' r^ sin (go — (^,), and the relative movement of 
the two valves is 

;r = r sin (co + ^) + ^1 sin (go — 6^ — r sin (go + ^) 
= r, sin (00 — <yj. 

But this is the equation to the valve-circle for the cut-oflF 
valve : that is, the arrangement is such that the cut-off valve 
moves on the main valve in the same way as though the 
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main valve did not move at all, and the cut-oflF eccentric was 
connected through an ordinary reverse lever to the cut-off. 
valve. 

138. Cut-off' Valve-diagram. — In Fig. 88 we have drawn 
the valve- diagram for the cut-off valve 
d, being negative. From Fig. 86 we 
see that the cut-off valve must move to 
the left a distance s to close the port in 
the steam-valve. With this distance s 
as a radius draw the circle cde. The 
cut-off takes place when the crank is at 
oc and the port is again open when the ^^°- ^3- 
crank reaches oe and remains open on the same end until the 
crank again reaches oc, 

139. Changing Cut-off'. — If the angle of advance of the 
cut-off valve is made variable, the point of cut-off can be 
changed to any extent as long as oe does not come before 
the cut-off of the main valve, and it is by changing the 
angular advance of the cut-off valve that the cut-off is made 
variable in the Buckeye engine. In Fig. 89 let goa = d, the 





Fig. 89. 

angle of advance of the main valve. Draw the main valve 
circle ; cbe is the steam-lap circle. Steam is admitted when 
th« crank is at ^/and cut-off at ok. The circle y>«A is described 
with J as a radius. The earliest possible cut-off would be 
when the valve-circle for the cut-off valve passes through a 
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and m. This will be found to be at or before the beginning 
of the stroke, and of course no such movement of the eccen- 
tric is necessary. If the angle of advance S^ is zero, the 
cut-off takes place at on, and the port is again open to steam 
at of after the main valve has cut off at ok. As S^ increases 
negatively the point of cut-off is later and later, and if 
necessary could be made as late as with the main valve by 
allowing the cut-off valve to change its angular advance 
sufficiently. 

140. The Goyernor. — The arrangement by which the 
change in angular advance is effected is shown in Fig. go. 




Fig. 90. 

A governor-wheel is keyed to the shaft ; a and a are two 
arms pivoted to the arms of the wheel ^^tgg\ bb are rods 
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joining these arms to the lugs cc^ which are attached directl}r 
to the cut-off eccentric. This eccentric is loose on the 
^haft while the eccentric for the main valve is secured at its 
proper angle of advance; dd are weights which, as the 
speed increases, fly out and turn the cut-off eccentric, thus 
•changing the angle of advance; e and /are springs which 
act against the centrifugal force tending to throw the 
weights outward. 

QUESTIONS. 

170. Make a sketch of the Buckeye valve, and show the 
relative position of crank and eccentrics which would drive 
the valve as a Polonceau is driven. 

171. Make a sketch of the eccentric and connections when 
the engine is intended to run in the direction opposite to 
that shown in Fig. 87. 

172. Deduce the equation to the relative moments of the 
two valves. 

173. Draw the cut-off valve-diagram, and explain how 
the point of cut-off is changed. 

174. Sketch and explain the governor. 

PROBLEMS. 

67. In a Buckeye gear if the lap is i^ inches, the port- 
opening is if inches, and the maximum cut-off is to take 
place at f stroke, what must be the travel of the main valve ? 
If the cut-off eccentric has the same eccentricity, what must 
ibe the angular movement of the cut-off eccentric to vary the 
•cut-off from i to f the stroke, and what must be the actual 
value of <y for cutting off at \ stroke, s being i inch ? 

68. If the value of s is changed, does it make any differ- 
■ence in the angular movement of the eccentric ? Can the 
value of s be made too large or too small ? How then would 
you choose the proper value ? What should it be in the last 
problem ? 

69. What must be the width of the cut-off blocks in the 
last problem ? 



CHAPTER XVIII. 

MEYER VALVE AND GUINOTTE GEAR. 

141. The Meyer Valve. — We have seen that by chang- 
ing the position of the cut-off eccentric the point of cut-off 
can be changed. There is another device by which this can 
be done, which is shown in the Meyer valve, represented 
in Fig. 91, a is the main valve, having passages through it 
like the Polonceau valve, b and c are the cut-off blocks. 



Fig. 91. 

which together form the cut-off valve. The valves are 
moved by independent eccentrics connected directly. 

The valve-diagram for this valve is the same as for the 
Polonceau. b and c are connected by a right- and left- 
handed screw by means of which the distance between the 
blocks is regulated. 

142. Changing the Distance between the Blocks. — To 
determine what effect the changing of the distance between 

14S 
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the blocks has on the point of cut-off, let Fig. 92 be the valve- 
diagram, supposing the main-valve eccentric to be set with 
an angle of advance abe^ and the cut-off eccentric with an 
angle of advance abd. Then, as already shown, for the 
Polonceau gear the relative valve-circle is that shown at 




Fig. 92. 

€fghb. The cut-off takes place when the distance fc, Fig. 92, 
is equal to s of Fig. 91. 

Suppose now in Fig. 91 that the blocks b and c are moved 
•closer together. The distance s in Fig. 91 is increased, and 
in Fig. 92 if bf= the new value of j, the cut-off now takes 
place at bj. As in a gear of this kind it is convenient to 
measure the distance between the blocks, let it be 27. Let 
the length of ^ or ^ be d, and the distance between the out- 
side edges of the ports be L. Then 2j = Z — 2rf — 2y. 

If it is required to know at what point the blocks should 

be for any point of cut-off : 2j/ = Z — 2rf — 2j, or _y = d 



— s. Drawing a circle ijh\ Fig. 92, with — — ^/ as a radius, 

at any point of cut-off, as be^ we have be =^ ^/ = ^ -|- j, 

and be = j, ^^ = y. As the cut-off becomes earlier and earlier 
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at bly we have j = o and y =i bl-^ and as the cut-off is still 
earlier as bmj s is negative and = ^ bn and y = mn. Sa 
that if the value o{y is changed, almost any point of cut-off 
desired can be obtained. 

It is to be remembered that the pointy or h, in which the 
circle with j as a radius cuts the relative valve-circle a 
second time, must not occur before the main valve cuts off, 
otherwise steam is admitted twice during the same stroke. 

143. Desig^ning a Meyer Valve. — In designing a gear of 
this kind, the main valve is designed for the latest cut-oflF 
desired, and the range over which the cut-off valve is in- 
tended to act is determined. Suppose in Fig. 93 cab to be 




* -f 

Fig. 93. 

the angle of advance of the main valve, ab its half-travel, and 
ae the lap. Steam is admitted at af, and cut off by the main 
valve takes place at ag. Now suppose it is required to* 
design a Meyer gear to act between ah and ag. As the cut- 
off is to range entirely up to that of the main valve, and as 
we do not want any larger eccentric than is necessary, we 
will assume that the relative valve-circle centre falls on ag. 

We will assume further that the engine is intended to run 
in either direction equally well. That this may be so, the 
centre of the valve-circle for the cut-off valve should be oil 
at. Through b draw bi parallel to ag. Then ai is the eccem. 
tricity of the cut-off valve-eccentric, and bi is the equivalent 
of the diameter of the relative valve-circle. We have seen 
that when s is greatest the cut-off is latest, or s must be 
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greatest at ag. The blocks can here be close together, or 

r = o, and we have — — d = s =1 bi. When s is least the cut- 
•^ 2 

off is earliest ; and we have from the diagram the value of 

L 



2 -^ 



or 



From Fig, 91, - ^=. y -\- d-^- Sy or d-\-s = - — y, 

144. Length of Cut-off Blocks.— The relative valve-mo. 
tion should riever be so great that the left-hand edge of c 
uncovers the left-hand edge of the passage in the right-hand 
end of the main valve. Calling the port at the top of this 
passage ^, we have 

d+ s — r^>e, or - — y — r^> e, 

or 

L 

Now the greatest value of y is kh^ so that - should be greater 
than ^ -|- M + ah. This determines the value of - , and 

if the blocks are to come together for greatest cut-off. The 
value of y depends on the desired point of cut-off, and is 
determined as already shown. 

145. Cut-off with Inside Edges. — We have made the 
valves cut off with the outside edges. By setting the eccen- 
trics properly, the cut-off could have been effected by the 
inside edges; but any such arrangement is of no advantage, 
as the main valve and chest are increased in length, and no 
better distribution of steam is effected. 
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146. Guinotte Gear. 




There are numerous other ways in 
which the variation of cut- 
off can be effected with a 
Poionceau valve or a modi- 
fication of it, but we will 
only take up one more. 
Referring to Fig. 85, as a 
Gooch link is there used, 
the centres of the valve- 
circles move in a linei at 
right angles to os, and the 
centres of the relative valve- 
circles fall on the line om. 
Now if by any means the 
centre of the cut-off valve- 
circle can be made to move 
at any other angle than a 
right angle to os^ the centre 
3^ of the relative valve-circle 
will no longer always be on 
om, and a greater variation 
of cut-off can be obtained. 
There are two methods by 
which this can be done, one 
of which is given here. 
Fig. 94 represents a Gooch 
motion similar to Fig. 46, 
except that the eccentrics 
are set with unequal angles 
of advance, and the unequal 
eccentrics, lengths of eccen- 
tric-rods, and unequal parts 
into which the link is di- 
vided at the point of sus- 
pension, replace the cor- 
responding equal ones in 
Fig. 46. 
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147. Movement of the Valve. — We have, as in that case 
{calling everything pertaining to the upper end of the link 
sub I (i) and to the lower end sub 2 (,)^ moves to the right 
because of the movement of the upper eccentric, 

^|i^r.sin(a, + d. + yO; 
and because of the movement of the lower eccentric, 



^1 + ^. 



r. sin (*,-(» + Y^ \ 



and the total movement of g is therefore the sum of these 
two, or 

X = ^±^r,^sin(c» + <y, + >^0 + 7X7^«^^^ (*.-«'+ r.)- 

This can be expanded as in the case of the Gooch motion, 
and becomes 



={^.<^'-^'t'^') 



^-—^J^ (sin *. + ^ cos <y.) j- cos o> + 



-i ^^ ^ f cos 6, - -'- sin 8\ 



— — -T- — r, (cos <y, — — sm Sa > sm oo\ 

^1 "T" ^« ^ S\ / ) 

and we have for the valve-diagram 

X -=• A cos GJ + 5 sin gj, 

in which A and B are given from the preceding equation. 
The first power of u appears in both of these values, and 
therefore the centre of the valve-circles moves in a straight 
line inclined to os. 
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148. To draw the Valve-diagram. — To draw the line of 
centres a convenient method is as follows : First suppose 
« — ^j ; then 

^i = ^(sin<y. + ~cos<yJ, 
-nd 



B, = r, ^cos *, — ^ sin d, j ; 



which gives the centre of the valve-circle for an ordinary 
Gooch motion having data r^.d^^c^, and g^ when u^ c^^ 
Now let « = — ^« > and we have 



and 



A^ = r, (sin *. + ~ cos tfj, 
B^^ — r^ (cos <^. — ^ sin d^j, 



which gives the centre of the valve-circle for an ordinary 
Gooch motion, with data r^ , rf, , c^ and^, when « = — ^^ . The 
line can then be drawn through these points and the points 
of cut-off for different values of u for the cut-off radius-rod 
found, the main valve-eccentric having data r and 6. 

Fig. 95 shows the construction of the diagram for the 

main valve and for the cut-off valve when « = r, , ~ , o, and 

— ^, . As this form of gear is only of use for engines run- 
ning in one direction, it is not at all likely to be used to any 
extent 

QUESTIONS. 

175. Sketch a Meyer valve, and explain the method of 
drawing the valve-diagram. 

176. Explain from the diagram the effect of changing the 
distance between the cut-off blocks. 
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177. How determine from the diagram the distance be^ 
tween the blocks for any given point of cut-off? 

178. If one block is moved farther from the centre than* 
the other, will the cut-off on the two ends be the same?- 
Why ? Could such a device be used to make the engine 
cut-off at exactly the same distance on each end for different, 
points of cut-off ? 

179. Explain the method of designing a Meyer valve.. 




Fig. 95. 

180. How determine the width of the blocks and dimen- 
sions of the top of the main valve ? 

181. What would be the advantage in cutting off with, 
the inside edges of the blocks ? 

182. Make a sketch of the Guinotte gear, and explain 
how it is used. 

183. Deduce the equation to the movement of the cut-off, 
valve. 

184. Draw the valve-diagram for different points of cut- 
off. 
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PROBLEMS. 



70. Given for a Meyer valve, the main valve cuts ofiF at 
J stroke, has an eccentricity of 1} inches, and the angle of 
lead is 8°. If the port ^ = f inch, and r,, = i^ inches, find 
the length of the cut-ofiF blocks, Z, tf, and r for the cut-off 
eccentric, and y for cutting off at -J and f stroke, the maxi- 
mum cut-off with the blocks being at f stroke. 

71. Given r = if inches, <y = 15°, r^^ if inches, and 
<y, = 85°. Draw the relative valve-circle, and determine the 
point of cut-off if J = i-J inches. If the main valve is moved 
by a Stephenson's link, in which ^ = 60 inches and 2c = 14 
inches, where is the cut-off for « = 3 and 5 inches. 

72. Given the stroke 30 inches, connecting-rod 60 inches, 
r for both valves 2 J inches, <J = 30°, d^ = 90°, Z = 17 
inches, ^ = 2 inches^ ^/= 5| inches. It is required that the 
cut-off should take place exactly at ^ stroke and at f stroke 
in each end, what must be the value of y for each block for 
each point of cut-off. 

73. Given for a Guinotte gear r = 2f inches, d = 22^°, 
r, = 2f inches, tf, = 30°, ^1 = 60 inches, c^ = 4} inches, 
r, = if inches, tf, = 45^, g^ = 50 inches, and c^ = 5} inches. 
Draw the valve-diagram, and show the point of cut-off for 
41 = c^^Oy and — c^ . 



CHAPTER XIX. 



BILGRAM, REULEAUX, AND ELLIPTICAL DIAGRAMS. 



149. Bilgram Diagram. — Many other diagrams are used 
to represent the movement of the valve, none of which is as. 
convenient as, and none more accurate than the Zeuner dia- 
gram. The simplest of these is the Bilgram diagram, whicb. 
is represented in Fig. 96. 




Fig. 96. 

Draw oa and ob at right angles to each other, and with r 
as a radius draw the circle chd. 

Lay off the angle aod equal to d, and with rf as a centre 
and /, the lap, as a radius, draw the lap-circle ejg. When the 
crank has reached the line oh, the distance the valve has 
travelled from its middle position is given by a perpendicu- 
lar from rfon oh, or the movement of the valve x = di^ and 
the opening of the port is ju For di = od sin doi = r sin 

(d + GO). 

The port-opening takes place when the crank position i&. 
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tangent to the lap-circle as at of, and cut-oflF takes place 
when the crank position is again tangent to the lap-circle, as 
at og, because in these positions the perpendicular from d to 
the crank line is equal to the lap. Drawing dk perpendicu- 
lar to oa gives dk equal to the lap plus the lead, as it is the 
distance the valve has moved from its central position when 
the crank is on a dead-point, and ek is the lead. 

150. Problems. — The problems connected with the sim- 
ple valve can be solved as easily with this diagram as with 
the Zeuner diagram, and the solution of each is given below. 

Problem i. Given r, d, the point of cut-off, and the point 
of closing of the exhaust, to find the lap, exhaust-lap, lead, 
and exhaust-lead, and the greatest possible opening of the 
port. In Fig. 97 draw oa and ob at right angles, and draw 




Fig. 97. 

the circle abc, with r as a radius. Lay off doa = tf, og for the 
point of cut-off, and ol for the point of closing of the ex- 
haust. Draw dg perpendicular to og, and dl perpendicular 
to ol\ then dg is the lap and dl the exhaustJap. Draw the 
lap and exhaust-lap circles ; then ek is the lead, mk is the 
exhaust-lead, no is the greatest opening of the port to steam, 
and op to exhaust. 

Problem 2. Given the lap, point of cut-ofi, and lead, to 
determine the eccentricity and angular advance. 

In Fig. 98 lay off og for the point of cut-off, and at any 
point k draw kd at right angles to ao, and equal to the lap 
plus the lead. Draw the lap-circle with rf as a centre, and 
<lraw a line o'g^ parallel to og and tangent to the lap-circle ; 
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then, joining d and o\ the angle do^a is the angular advance, 
and do' is the eccentricity. 

Problem 3. Given the cut-off, angle of lead, width of 




Fig. 98. 

port, and the overtravel, to determine the eccentricity, lap, 
lead, and angular advance. 

Lay off og^ and of in Fig. 99 to represent' the crank at 
cut-off and at the opening of the port. The centre of the 




Fig. 99. 

lap-circle will lie on the bisector of the angle between ^^and 
€?/ produced, or on od. Lay off on equal to the width of the 
port plus the overtravel, and draw ng\ making an angle of 
90° with og'. Make nn' equal to ng'j draw n'g\ and ng par- 
allel to n'g'. Draw gd parallel to ng'\ and d, the intersection 
with ody IS the centre of the lap-circle. Draw dk parallel to 
ob ; then od is the eccentricity, dg is the lap, ek is the lead, and 
dok is the angular advance. 

Problem 4. Given the point of cut-off, lead, and port- 
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opening, to determine the angular advance, lap, and eccen- 
tricity. 

In Fig. lOO lay off og to represent the point of cut-off« 
Draw ee' parallel to oa, so that ek equals the lead. 




Fig. 100. 

Draw an arc nn^ with the port-opening as a radius. Find 
by trial such a point d that a circle drawn with rf as a centre 
will be just tangent to ee', nn', and og, doa is then the angu- 
lar advance, dn is the lap, and od is the eccentricity. 

131. Reuleaux's Diagram. — The diagram constructed by 
Professor Reuleaux is equally convenient for the solution of 




Fig. ioi. 



most of the problems connected with simple valves. It is 
represented in Fig. loi. Draw oa and ob at right angles to 
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each other, and make aof ?ind boe equal to S. Make od equal 
to the lap, and draw dg parallel to of. Starting from the 
dead-point oa when the crank has moved an angle qd to the 
positron oh, the valve has moved a distance hi from its*cen- 
tral position, hi being parallel to oe. For 

hi = oh sin hoi = r sin (d + <»). 

The port-opening is hj\ The lead is found by drawing ak 
parallel to oe, as this is the port-opening when <» = o. de is 
the maximum port-opening. Cut-off takes place at ^/, and 
steam is admitted at og. 

152. Problems. — The following is the method of solving 
some of the problems already given for a simple valve by 
Reuleaux's diagram : 

Problem i. Given r, 6, the point of cut-off, to find the 
lap, lead, and greatest port-opening. Draw pa and od at 
right angles in Fig. 102, and lay off. 6oe = 00/= d. Draw 




Fig. 102. 

the circle aei, with as a centre and r as a radius. Lay off 
^/ for the point of cut-off. Draw /g- parallel to of and ak 
parallel to eo. Then od = lap, ai = lead, and ed is the great- 
est port-opening. 

PROBX.EM 2. Given lap, point of cut-off, and lead, to de- 
termiiw; the eccentricity and angular advance. 



l62 



VAL VE-GEARS. 



In Fig. 103 draw ol to represent the point of cut-oflF^ 

ant lead 

Draw the circle abc with any radius. Make — = -\ — . 

•^ mo lap 

Draw the lines Img through / and m, and ak and oe at right 

angles to gL Then boe is the angular advance, and the figure 




Fig. 103. 

is drawn to such a scale that ak represents the lead, or the 

^ . ., . eoX lead 
eccentricity is r — , or a second diagram can be drawa 

lead 
with dimensions — 7- larger than the one in Ihe figure, frora^ 

which the eccentricity can be directly measured. 

Problem 3. Given the cut-off, angle of lead width of 

b 




Fig. 104. 
port, and overtravel, to determine the eccentricity, lap, lead, 
and angular advance. 
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In Fig. 104 lay off ol' for the cut-off and aog' for the angle 
of lead. Bisect the angle I'og' by oe^ ; then b'oe is the angular 
advance. With any radius as oe\ draw g'e'l' and draw g'T^ 
Then as rf'/ is to the real port-opening, so is oe' to the real 
half-travel. Find the half-travel oe, draw the circle gaely and 
the line gl. Then ak is the lead, od the lap, and oe the 
eccentricity. 

153. Elliptical Diagrams. — It is sometimes convenient 
to represent the movement of the valve as compared with 
that of the piston on rectangular axes, as shown in Fig. 105. 




Fig. 105. 

When the crank reaches oa the piston has moved a distance 
eb, - ob =^ R cos go. If on ab we lay off bd =1 r sin {go -f- <^), 
the locus of // is a curve whose coordinates are 

y =1 r sin {go -|- ^) and x =1 R cos co, 

which is an ellipse. 

If the angularity of the connecting-rod and of the eccen- 
tric-rod are taken into account, as they should be to use the 
diagram satisfactorily, the curve is only approximately an 
ellipse. 

Draw hf parallel to oe so that be is the lap. Then cd is 
the opening of the port. At h, where kf cuts the ellipse,, 
draw hi at right angles to oe ; then oi is the point of cut-off.. 



164 



VAL VE-GEARS, 



Similarly, from the point n determine om for the point of 
admission. The lead is the distance y^. 

154. Velocity of the Valve. — With the Zeuner diagram 
the velocity of the valve can be readily determined by a 
similar circular diagram. 

In Fig. 106, if the circle on ob is the valve-diagram, draw 




Fig. 106. 



oc at right angles to ob^ and draw an equal circle on oc as a 
diameter. As od represents the movement of the valve, oe 
represents the velocity of the valve. For 



and 



;ir = r sin (g? 4" ^)> 



dx 
doo 



= r cos (g? -|- ^) = ^^> 
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from the figure. To find the velocity in inches per second, 
let n be the number of revolutions of the shaft per minute. 
Then 

ny^27t nn 

60 30' 

and 

nm , , ^^ 
ax = cos {go + a), 

or multiply oe in the figure by — . 

QUESTIONS. 

185. Explain the Bilgram diagram. 

186. Explain the Reuleaux diagram. 

187. Show how to draw a valve ellipse, and explain it 
fully. 

188. Show how to determine the velocity of the valve, 
and how to calculate the velocity in feet per second. 

PROBLEMS. 

Problems 18, 19, 20, 21 can be solved by the methods of 
this chapter either by the Bilgram or Reuleaux diagram. 

74. In Problem 70, how fast is the cut-oflF valve moving 
at f cut-off if « = 60? 

75. Given r = 3^ inches, ^ = 30°, lap = i^ inches. What 
is the velocity of the valve in feet per second at co = 0°, 30% 
45°, if the engine makes 120 turns per minute. 



CHAPTER XX. 

CORLISS VALVE-GEAR. 

155. Hamilton-Corliss Engine. — The Corliss engine has 
four valves, two for steam on the upper side of the cylinder 
and two for exhaust on the bottom. Fig, 107 is a line dia- 
gram of the Hamilton-Corliss engine in the Mechanical 
Engineering Laboratory of the University of Pennsylvania, 
and Fig. 108 represents a part section and part outside view 
of the cylinder. 

In Fig. 107 O is the centre of the shaft, the crank being 
on one dead-point at a. The eccentric is at Ob, the engine 
turning in the direction of the arrow. The eccentric-rod 
be takes hold of a pin ^ on a lever de, which is pivoted at d 



e 





d 

Fig. 107. 

on the frame of the engine. From e the hook- rod ef takes 
hold of a pin / on the wrist-plate {g, Fig. 1 08) pivoted at 0. 
This wrist-plate carries four studs, A, /, /, and k, each of 
which drives one of the four valves : through tm and // the 
5team-rods, and kn and kp the exhaust-rods. The valves 
are driven by spindles q, r, s, and /, which are connected to 
the steam and exhaust rods by the arms ql, rm, ns, and pt. 

The connection between ns and pt and the exhaust-valves 
is a permanent one, while the steam-valves are connected in 
such a way that they can readily be disengaged from the 
driving mechanism. The upper right-hand steam-valve con- 
nection is shown in Fig. 108. The arm rm is carried on a 
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loose collar, which also carries the arm v. To this arm is: 
attached the hook wx at the point y. This hook can turn 
around j, and the arm x in the figure is always kept as far as, 
possible to the right by the spring represented at z. The 
valve-spindle r carries an arm A^ which has at -fi^ a pin over 
which a recess in the hook w catches, and thus moves the 
arm A and the valve connected to r, C is a second loose 
collar which is connected at D to the reach-rod DEy which 
is moved by the governor. The part C carries a cam-piece 
/% which as the arm v is raised strikes the inner side of the 
hook-piece a: and causes the hook w to disengage the pin R 
and allows the valve to be closed by means of the rod Hy 
the lower end of which is attached to a dash-pot. 

The governor causes the collar C and the cam i^to move^ 
thus varying the point at which the hook disengages, and 
thus varying the cut-off. The cam G is to insure the hook 
w disengaging, if the arm v travels too far downwards. 

156. Movement of the Valve. — The movement of the 

end b of the eccentric, referring to Fig. 107, is r sin (g>4- ^)> 

as for a simple valve. The movement of c is practically the 

de 
same, and of ^ is ^r sin (cw-j-^)- The movement of the 

point f is the same, and the angular movement of of is; 

I dc 
-Ti'-^r sin {go-\-S). The distance the point j moves is 

oi dc 

-4- • -7- r sin (a? 4- S\ and the movement of / is the same as; 

of dc \ I / 

long as oj is to the left of the line og in the figure. But the 
movement of the valve is less than the distance moved by 

/, or is ^ — J- times as much, and consequently the movement 
of the valve or 

rad. valve oj de . , . ^, 
*= -I -fjJsxxi{o^ + 6). 

The same formula will hold good for the exhaust-valves as 
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long as any two of the three parts ok, kpy and pt do not. 
nearly form one straight line. 

The steam-valves should therefore open on that portion 
of their motion where j is moving away from oq and ql is 
approaching it, and the exhaust-valves should open while k 
is moving away from ot and// is approaching it. 

As in the case of a plain slide-valve, the steam-port opens 
when the valve has moved from its central position a dis- 
tance equal to the lap, and if the automatic cut-off does not 
interfere, closes again at the same point. 

Fig. 109 represents the Zeuner diagram for the Corliss, 
engine shown in Fig. 107, and the marks show the actual 




Fig. 109. 

movements of the steam and exhaust valves for each 3a 
degrees of their movement during the acting portion of 
movement. 

157. Proportioning Parts. — The areas of the steam-ports 
can be determined as already shown under plain slide-valves, 
and the exhaust-ports should be from i^ to 2 times the width 
of the steam-ports. When the wrist-plate is in its middle 
position the steam-lap varies from \ inch in the smaller sizes 



I/O VAL VE-GEA AS. 

to yV or i inch in the larger, and the exhaust-port is open 
from 3^ to J inch, depending on the size of the engine. 

The point o is generally, although not necessarily, in 
the centre between the four valves. The point d is on the 
engine-frame as near the bottom as it can be placed, that the 
points c and e may move as nearly as may be parallel to the 
line of motion of the engine. The length of de should be 
such that the point e swings equally above and below the 
line Ooj and when this is the case the distance from O to d 
horizontally should be equal to g-, the length of the eccentric- 
rod. An eccentric-rod extending from the eccentric to the 
wrist-plate would be inconveniently long, and would require 
bracing to keep it stiflF enough, and the two rods 6c and e/y 
of practically equal length, are substituted. The length de 
is sufficient to bring the hook / at a convenient height for 
handling, and otherwise nothing is gained by making de or 
^/greater or less, as it would be possible to design a gear in 
which the connection from 6 to /should be made by one rod 
only and give exactly the same distribution of steam. 

The throw of the eccentric varies from 3^ to 10 inches, 
according to the size of the engine, and the distance 0/ is 
from 10 to 12 inches. The diameter of the steam-valves may 
be made about J the diameter of the cylinder. 

Referring to the equation giving the movement of the 
valve, the only other parts to be determined are g/ and oj. 
If in this equation we put the value of S, which from the 
valve-diagram gives the proper lead and port opening, and 

OJ 

make x = lap -|- lead, and cw = o, we have a ratio for -=^ 

which can be used in determining the length of the remain- 
ing parts of the gear. 
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Hadial gears, Lead of valve with, 94 108 

Joy's, 112 121 

Marshall's, .* 105 117 

lladius of link. Changing, for Stephenson's gear* • • .56 65 

Fink motion, 75 87 

Gooch motion, . . , • • • • 67 78 

Porter-Allen motion, 83 95 

Stephenson motion, .••••• 43 50 

Reducing slip, , • . 62 70 

Relative movement of two valves, 127 137 

*' valve circle, . . 128 138 

** To draw the, 129 138 

Rouleaux diagrfim, • . • 151 160 

" " Solution of problems by the, • • • • 152 161 

Reverse lever, effect on movement, 23 24 

** "To design equalizing, 37 43 
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Setting the eccentric, 39 45 

" ** with a Fink motion, •••••81 92 

Slip of the link-block, • • 42 48 

*• Reducing, • • • • . 62 70 

Steam inside the valve. Taking, 29 30 

"lap, ,5 4 

I " passages, ••••! i 

•* ports, I I 

I •* ** Area of , 35 40 

Stephenson link-motion, 40 47 

" ** Changing radius of link, . • . 56 65 

** ** Curve of centres, 47 56 

" " Designing a, 50 58 

•* ** Equalizing cut-off with a, ... 57 65 

Equalizing lead with a, .... 56 63 

Equation to movement of valve with, •45 52 

** ** Error of Zeuner diagram for, • , 63 70 

*' •* Hanger for link of, • • • • 53 59 

** ** To lay down a, 58 67 

To draw valve diagram for, • • . 48 57 

Valve diagram for, • • • . 46 55 

Stephenson Mnk, Point of suspension of, 41 48. 

•* ** Position of stud on a, 61 68 

*• ** Radius of. 43 50 

*• " suspended at bottom. Hanger for, ... 54 60 

centre of chord. Hanger for, , 54 60 

with crossed rods, 55 6z 

Straight link 72 85 
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ART* PACE 

Valve, Double ported, 26 28 

Equation for movement of a 9 7. 

" with angular advance, . . 13 11 

face, 4 3 

'* not parallel with piston travel, .... 23 23 

for Ball engine, gi 105 

for Buckeye engine, 135 143 

Gridiron or Gonzenbach, 116 127 

gear, Guinotte, 146 152 

•* Polonceau, ......,, 131 139. 

Meyer, 141 145 

Piston, 28 30. 

Plain slide, • . i i 

Polonceau 117 128. 

130 139 

Porter-Allen, 30 31 

Position of , for any position of piston, • • • • 6 4 

seat, •••••.••••4 3- 

Setting the, 39 45 

stem, Length of, •••••««, 51 58. 

** To adjust the, ••••••• 39 45 

Velocity of movement of, • • • • . 154 164 

Virtual eccentric, The, • , ••••49 58 
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SHORT-TITLE CATALOGUE 

OP THB 

PUBLICATIONS 

OP 

JOHN WILEY & SONS, 

New York. 
London: CHAPMAN & HALL, Limited. 

ARRANGED UNDER SUBJECTS. 

Descriptive circulars sent on application. 

Books marked with an asterisk are sold at net prices only. 

All books are bound in cloth unless otherwise stated. 

AGRICULTURE. 

Cattle Febdinq — Daiby Practice — Diseases op Animals— 

Gardening, Etc. 

Armsby's Manual of Cattle Feeding 12mo, |1 75 

Downing's Fruit and Fruit Trees 8vo, 5 00 

Grotenfelt's The Principles of Modern Dairy Practice. ' (Woll.) 

12mo, 2 00 

Kemp's Landscape Gardening. ... 12mo, 2 50 

Lloyd's Science of Agriculture 8vo, 4 00 

Loudon's Gardening for Ladies. (Downing.) 12mo, 1 50 

Steel's Treatise on the Diseases of the Dog 8vo, 3 50 

" Treatise on the Diseases of the Ox 8vo, 6 00 

Stockbridge's Rocks and Soils 8vo, 2 50 

Woii's Handbook for Farmers and Dairymen 12mo, 1 50 

ARCHITECTURE. 

Building — Carpentry— Stairs — Ventilation, Etc. 

Berg's Buildings and Structures of American Railroads 4to, 7 50 

Birkmire's American Theatres — Planning and Constructiou.8vo, 3 00 

Architectural Iron and Steel 8vo, 3 50 

Compound Riveted Girders 8vo, 2 00 

Skeleton Construction in Buildings 8vo, 3 00 

Planning and Construction of High Office Buildings. 

8vo, 8 50 
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Carpenter's Heating and Ventilating of Buildings 8vo, 

Downing, Cottages .' 8vo, 

" Hints to Architects .8vo, 

Ffeitag's Architectural Engineering 8vo, 

Gerhard's Sanitary House Inspection 16mo, 

** Theatre Fires and Panics 12mo, 

Hatfield's American House Carpenter 8vo, 

Holly's Carpenter and Joiner , . 18mo, 

Kidder's Architect and Builder's Pocket-book Morocco flap, 

Merrill's Stones for Building and Decoration 8vo, 

Monckton's Stair Building — Wood, Iron, and Stone 4to, 

Wait's Engineering and Architectural Jurisprudence 8vo, 

Sheep, 
Worcester's Small Hospitals — Establishment and Maintenance, 
including Atkinson's Suggestions for Hospital Archi- 
tecture 12mo, 

World's Columbian Exposition of 1898 4to, 

ARMY, NAVY, Etc. 

Military Engineering— Ordnancb — Port Charges — Law, Etc. 

Bourne's Screw Propellers 4to, 

Bruff's Ordnance and Gunnery 8vo, 

Bucknill's Submarine Mines and Torpedoes.. « 8vo, 

Chase's Screw Propellers 8vo, 

Cooke's Naval Ordnance .• 8vo, 

Cronkhite's Gunnery for Non-com. Officers 18mo, morocco, 

Davis's Treatise on Military Law 8vo. 

Sheep, 
De Brack's Cavalry Outpost Duties. (Carr.). . . .18mo, morocco, 

Dietz's Soldier's First Aid 12mo, morocco, 

* Dredge's Modern French Artillery 4to, half morocco, 

" Record of the Transportation Exhibits Building, 
World's Columbian Exposition of 1893.. 4to, half morocco, 

Durand's Resistance and Propulsion of Ships 8vo, 

Dyer's Light Artillery 12mo, 

Hoff's Naval Tactics 8vo, 

Hunter's Port Charges .8vo, half morocco, 

Ingalls's Ballistic Tables 8vo, 
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Ingalls's Handbook of Problems in Direct Fire 8vo, 

Mahau's Advanced Guard 18nio, 

Maban's Permanent Fortifications. (Mercur.).8vo, half morocco, 

Mercur's Attack of Fortified Places 12mo, 

Mercur's Elements of the Art of War 8?o, 

Metcalfe's Ordnance and Gunnery 12mo, with Atlas, 

Murray's A Manual for Courts-Martial 18mo, morocco, 

" Infantry Drill Regulations adapted to the Springfield 

Rifle, Caliber .45 18mo, paper, 

Phelps's Practical Marine Surveying 8vo, 

Powell's Army Ofllcer's Examiner 12mo, 

Reed's Signal Service 

Sharpe's Subsisting Armies 18mo, morocco, 

Very's Navies of the World 8vo, half morocco, 

Wheeler's Siege Operations 8vo, 

Winthrop's Abridgment of Military Law 12mo, 

Woodhull's Notes on Military Hygiene 12mo, morocco, 

Young's Simple Elements of Navigation.. 12mo, morocco flaps, 

" '• *• " " first edition 

ASSAYING. 

SMBLTirG — Orb Dressing— Alloys,' Etc. 

Fletcher's Quant. Assp,ying with the Blowpipe.. 12mo, morocco, 1 50 

Furman's Practical Assaying 8vo, 3 00 

Kunhardt's Ore Dressing 8vo, 1 50 

* Mitchell's Practical Assaying. (Crookes.) , 8vo, 10 00 

O'Driscoll's Treatment of Gold Ores 8vo, 2 00 

Ricketts and Miller's Notes on Assaying 8vo, 8 00 

Thurston's Alloys, Brasses, and Bronzes 8vo, 2 50 

Wilson's Cyanide Processes 12mo, 1 60 

" The Chlorination Process 12mo, 1 50 

ASTRONOMY. 

Practical, Theoretical, and Descriptive. 

Craig's Azimuth ^ . , . : . .4to, 8 50 

Doolittle's Practical Astronomy 8vo, 4 00 

Gore's Elements of Geodesy 8vo, 2 50 

Michie and Harlow's Practical Astronomy 8vo, 3 00 

White's Theoretical and Descriptive Astronomy 12mo, 2 00 
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BOTANY. 

Gardening for Ladies, Etc. 

Baldwin's Orchids of New England 8vo, $1 50 

Loudon's Gkirdening for Ladies. (Downing.) 12ino, 1 50 

Thome's Structural Botany 18mo, 2 25 

Westermaier's (General Botany. (Schneider.) 8vo, 2 OO 

BRIDGES, ROOFS, Etc. 

Cantilever — Draw— Highway — Suspension. 
(See also Engineering, p. 6.) 

Boiler's Highway Bridges 8vo, 2 00 

* ** The Thames River Bridge 4to, paper, 5 00 

Burr's Stresses in Bridges 8vo, 3 50 

Crehore's Mechanics of the Girder 8vo, 5 00 

Dredge's Thames Bridges 7 parts, per part, 1 25 

Du Bois's Stresses in Framed Structures 4to, 10 00 

Foster's Wooden Trestle Bridges, .4to, 5 00 

Greene's Arches in Wood, etc 8vo, 2 50 

Bridge Trusses 8vo, 2 50 

Roof Trusses 8vo, 1 25 

Howe's Treatise on Arches 8vo, 4 00 

Johnson's Modern Framed Structures 4to, 10 00 

Merriman & Jacoby's Text-book of Roofs and Bridges. 

Part L, Stresses 8vo, 2 50 

Merriman & Jacoby's Text-book of Roofs and Bridges. 

Part IL, Graphic Statics 8vo. 2 50 

Merriman & Jacoby's Text-book of Roofs and Bridges. 

Part III., Bridge Design Svo, 2 50 

Merriman & Jacoby's Text-book of Roofs and Bridges. 

Part IV., Continuous, Draw, Cantilever, Suspension, and 

Arched Bridges 8vo, 2 50 

* Morison's The Memphis Bridge Oblong 4to, 10 00 

Waddell's Iron Highway Bridges 8vo, 4 00 

'* De Ponlibus (a Pocket-book for Bridge Engineers). 

Wood's Construction of Bridges and Roofs 8vo, 2 00 

Wright's Designing of Draw Spans 8vo, 2 60 
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CHEMISTRY, 

Qualitative— Quantitative — Organic— Inorganic, Etc. 

Adriance's Laboratory Calculations 12iuo, $1 25 

Allen's Tables for Iron Analysis 8vo, 

Austen's Notes for Chemical Students 12mo, 

Bolton's Student's Guide in Quantitative Analysis 8vo, 

Classen's Analysis by Electrolysis. (Herrick and Boltwood.).8vo, 

Orafts's Qualitative Analysis. (Schaeffer. ) 12mo, 

Drechsel's Chemical Reactions. (Merrill.) 12mo, 

Presenius's Quantitative Chemical Analysis. (Allen.) Svo, 

Qualitative " " (Johnson.) Svo, 

(Wells) Trans. 16th. 

German Edition 8vo, 

Puerte's Water and Public Health 12mo, 

Oill's Gas and Fuel Analysis « 12mo, 

Hammarsten's Physiological Chemistry. (Mandel.) 8vo, 

Helm's Principles of Mathematical Chemistry. (Morgan). 12mo, 

Kolbe's Inorganic Chemistry 12mo, 

Ladd's Quantitative Chemical Analysis 12mo. 

Landauer's Spectrum An:ilysis. (Tingle. ) 8vo, 

Mandel's Bio-chemical Laboratory 12mo, 

Mason's Water-supply Svo, 

'* Analysis of Potable Water. (In Vie press.) 

Miller's Chemical Physics Svo, 

Mixter's Elementary Text-book of Chemistry 12mo, 

Morgan's The Theory of Solutions and its Results 12mo, 

Nichols's Water-supply (Chemical and Sanitary) Svo, 

O'Brine's Laboratory Guide to Chemical Analysis Svo, 

Perkins's Qualitative Analysis 12mo, 

Pinner's Organic Chemistry. (Austen.) 12mo, 

Poole's Calorific Power of Fuels Svo, 

Ricketts and Russell's Notes on Inorganic Chemistry (Nou- 

metallic) ■. Oblong Svo, morocco, 

Ruddimau's Incompatibilities in Prescriptions. Svo, 

8chimpf's Volumetric Analysis 12mo, 

Spencer's Sugar Manufacturer's Handbook. 12mo, morocco flaps. 

Handbook for Chemists of Beet Sugar House. 

12mo, morocco, 3 00 
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Stockbridge'8 Rocks and Soils 8vo, $2 50 

Troilius*8 Cbemistry of Iron 8vo, 2 00 

Wells's Qualitative Analysis 12mo. 

Wiecbmann's Chemical Lecture Notes 12mo, 3 00 

Sugar Analysis 8vo, 2 50 

WuUing's Inorganic Phar. and Med. Chemistry 12mo, 2 00 

DRAWING. 

Elementahy — Geometrical— Topographical. 

Hill's Shades and Shadows and Perspective 8vo, 2 00 

MacCord's Descriptive Geometry 8vo, 3 00 

MacCord's Kinematics 8vo, 5 00 

** Mechanical Drawing 8vo, 4 00 

Mahan's Industrial Drawing. (Thompson.) 2 vols., 8vo, 3 50 

Reed's Topographical Drawing. (II. A.) 4to, 5 00 

Reid's A Course in Mechanical Drawing 8vo. 2 00 

" Mechanical Drawing and Elementary Mechanical Design. 

8vo. 

Smith's Topographical Drawing, (Macmillan.) 8vo, 2 50 

Warren's Descriptive Geometry , 2 vols., 8vo, 3 50 

** Drafting Instruments 12mo, 1 25 

'* Free-hand Drawing 12mo, 1 00 

'* Higher Linear Perspective 8vo, 3 50 

*' Linear Perspective 12mo, 1 00 

** Machine Construction 2 vols., 8vo, 7 50 

** Plane Problems , 12mo, 1 25 

** Primary Geometry 12mo, 75 
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Projection Drawing 12mo, 1 50 

Shades and Shadows 8vo, 3 00 

Stereotomy — Stone Cutting. 8vo, 2 50 

Whelpley's Letter Engraving . . .12mo, 2 00 

ELECTRICITY AND MAGNETISM. 

Illumination— Batteries — Physics. 

Anthony and Brackett's Text- book of Physics (Magie). . . . 8vo, 4 00 

Barker's Deep-sea Soundings. .• 8vo, 2 00 

Benjamin's Voltaic Cell Svo, 3 00 

History of Electricity 8vo 3 00 
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Cosmic Law of Thennal Repulsion 18mo, $ 75 

Crehore and Squier's Experiments with a New Polarizing Photo- 
Chronograph 8vo, 

* Dredge's Electric Illuminations 2 vols., 4to, half morocco, 

Vol. n 4to, 

Gilbert's De magnete. (Mottelay.) 8vo, 

Holmaii's Precision of Measurements 8vo, 

Michie's Wave Motion Relating to Sound and Light, 8vo, 

Morgan's The Theory of Solutions and its Results. 12mo, 

Niaudet's Electric Batteries. (Fishback. ) 12mo, 

Reagan's Steam and Electrical Locomotives 12mo, 

Thurston's Stationary Steam Engines for Electric Lighting Pur- 
poses 12mo, 

Tillman's Heat. 8vo, 

ENQINEERINO. 

Civil — Mechanical— Sanitary, Etc. 

^i8^ also Bridges, p. 4 ; Hydraulics, p. 8 ; Materials op En- 
gineering, p. 9 ; Mechanics and Machinery, p. 11 ; Steam Engines 
AND Boilers, p. 14.) 

Baker's Masonry Construction 8vo, 6 00 

Baker's Surveying Instruments 12mo, 8 00 

Black's U. S. Public Works 4to, 5 00 

Brook's Street Railway Location 12mo, morocco, 1 50 

Butts's Engineer's Field-book 12mo, morocco, 2 50 

Byrne's Highway Construction 8vo, 7 50 

Carpenter's Experimental Engineering 8vo, 6 00 

Church's Mechanics of Engineering — Solids and Fluids 8vo, 6 00 

** Notes and Examples in Mechanics 8vo, 2 00 

Crandall's Earthwork Tables -. 8vo, 1 50 

Crandall's The Transition Curve 12mo, morocco, 1 50 

♦Dredge's Penn. Railroad Construction, etc. . . Folio, half mor., 20 00 

* Drinker's Tunnelling 4to, half morocco, 25 00 

Eissler's Explosives — Nitroglycerine and Dynamite 8vo, 4 00 

Gerhard's Sanitary House Inspection 16mo, 1 00 

Godwin's Railroad Engineer's Field-book. 12mo, pocket-bk. form, 2 50 

Gk)re's Elements of Geodesy , 8vo, 2 50 

Howard's Transition Curve Field-book 12mo, morocco flap, 1 50 

Howes Retaining Walls (New Edition.) 12mo, 1 25 
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Hudson's Excavation Tables. Vol. II; 8vo, 

Hutton's Mechanical Engineering of Power Plants 8vo, 

Johnson's Materials of Construction 8vo, 

Johnson's Stadia Reduction Diagram. .Sheet, 22^ X 28^ inches, 

" Theory and Practice of Surveying 8vo, 

Kent's Mechanical Engineer's Pocket-book 12mo, morocco, 

Eiersted's Sewage Disposal 12mo, 

Kirkwood's Lead Pipe for Service Pipe 8vo, 

Mahan's Civil Engineering. (Wood.). 8vo, 

Merriman and Brook's Handbook for Surveyors. . . .12mo, mor., 

Merriman's Geodetic Surveying 8vo, 

" Retaining Walls and Masonry Dams 8vo, 

Mosely's Mechanical Engineering. (Mahan.). 8vo, 

Nagle's Manual for Railroad Engineers 12mo, morocco, 

Patton's Civil Engineering 8vo, 

" Foundations 8vo, 

Rockwell's Roads and Pavements in France 12mo, 

Ruffner's Non-tidal RiverS: 8vo, 

Searles's Field Eugineering 12mo, morocco flaps, 

" Railroad Spiral 12mo, morocco flaps, 

Siebert and Biggin's Modem Stone Cutting and Masonry. . .8vo, 
Smith's Cable Tramways ' 4to, 

** Wire Manufacture and Uses 4to, 

Spalding's Roads and Pavements 12mo, 

*' Hydraulic Cement 12mo, 

Thurston's Materials of Construction 8vo, 

* Trautwine's Civil Engineer's Pocket-book. ..12mo, mor. flaps, 

* '* Cross-section Sheet, 

* ' * Excavations and Embankments 8vo, 

* " Laying Out Curves 12mo, morocco, 

Waddell's De Pontibus (A Pocket-book for Bridge Engineers). 

12rao, morocco, 

Wait's Engineering and Architectural Jurisprudence 8vo, 

Sheep, 

Warren *s Stereqtomy — Stone Cutting 8vo, 

Webb's Engineering Instruments 12mo, morocco, 

Wegmann's Construction of Masonry Dams 4to, 

Wellington's Location of Railways 8vo, 
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Wheeler's Civil Engineering » 8vo, $4 00 

Wolff's Windmill as a Prime Mover 8vo, 8 00 

HYDRAULICS. 

Water- WHEELS — Windmills — Service Pipe — Drainage, Etc. 

(See also Engineering, p. 6. ) 
Bazin's Experiments upon the Contraction of the Liquid Vein 

(Trautwine) 8vo, 2 00 

Bovey's Treatise on Hydraulics 8vo, 4 00 

Coffin's Graphical Solution of Hydraulic Problems ISmo, 3 50 

Perrel's Treatise on the Winds, Cyclones, and Tornadoes. . .8vo, 4 00 

Puerte's Water and Public Health 12mo, 1 60 

Ganguillet&Kutter's Plow of Water. {Hering&Trautwine.).8vo, 4 00 

Hazen's Filtration of Public Water Supply 8vo, 2 00 

Herschers 115 Experiments 8vo, 2 00 

Kiersted's Sewage Disposal f. . . . 12mo, 1 26 

Kirkwood's Lead Pipe for Service Pipe 8vo, 1 50 

Mason's Water Supply 8vo, 6 00 

Merriman's Treatise on Hydraulics 8vo, 4 00 

Nichols's Water Supply (Chemical and Sanitary) 8vo, 2 50 

Ruffner's Improvement for Non-tidal Rivers 8vo, 1 25 

Wegmann's Water Supply of the City of New York 4to, 10 00 

Weisbach's Hydraulics. (Du Bois.) 8vo, 5 00 

Wilson's Irrigation Engineering. 8vo, 4 00 

Wolff's Windmill as a Prime Mover 8vo, 8 00 

Wood's Theory of Turbines 8vo, 2 50 

MANUFACTURES. 

Aniline — Boilers— Explosives— Iron — Sugar — Watches- 
Woollens, Etc. 

Allen's Tables for Iron Analysis 8vo, 8 00 

Beaumont's Woollen and Worsted Manufacture 12mo, 1 60 

BoUand's Encyclopaedia of Founding Terms 12mo, 8 00 

The Iron Founder 12mo, 2 50 

" *' " " Supplement 12mo-, 2 50 

Booth's Clock and Watch Maker's Manual 12mo, 2 00 

Bouvier's Handbook on Oil Painting 12mo, 2 00 

Eissler's Explosives, Nitroglycerine and Dynamite 8vo, 4 00 

Ford's Boiler Making for Boiler Makers 18mo, 1 00 

Metcalfe's Cost of Manufactures 8vo, 6 00 
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Metcalf's Steel — A Manual for Steel Users 12mo, 

Reimann's Aniline Colors. (Crookes.) 8vo, 

* Reisig's Guide to Piece Dyeing 8vo, 

Spencer's Sugar Manufacturer's Handbook. . . .12mo, mor. flap, 

" Handbook for CbemiBts of Beet Houses. 

12mo. nior. flap, 
Svedelius's Handbook for Cbarcoal Burners 12mo, 

The Lathe and Its Uses ; 8va, 

Thurston's Manual of Steam Boilers 8vo, 

Walke's Lectures on Explosives 8vo, 

West's American Foundry Practice 12mo, 

*• Moulder's Text-book 12mo, 

Wiechmann's Sugar Analysis 8vo, 

Woodbury's Fire Protection of Mills 8vo, 

MATERIALS OF ENQINEERINQ. 

Strength — EiiASTiciTY — Resistance, Etc. 
{See also Engineering, p. 6.) 

Baker's Masonry Construction 8vo, 

Beardslee and Kent's Strength of Wrought Iron 8vo, 

Bovey's Strength of Materials 8vo, 

Burr's Elasticity and Resistance of Materials. 8vo, 

Byrne's Highway Construction 8vo, 

Carpenter's Testing Machines and Methods of Testing Materials. 

Church's Mechanics of Engineering — Solids and Fluids 8vo, 

Du Bois's Stresses in Framed Structures 4to, 

Hatfield's Transverse Strains .* 8vo, 

Johnson's Materials of Construction 8vo, 

Lanza's Applied Mechanics. 8vo, 

** Strength of Wooden Columns 8vo, paper, 

Merrill's Stones for Building and Decoration .8vo, 

Merriman's Mechanics of Materials 8vo, 

** Strength of Materials 12mo, 

Patton's Treatise on Foundations 8vo, 

Rockwell's Roads and Pavements in France 12mo, 

Spalding's Roads and Pavements 12mo,. 

Thurston's Materials of Construction 8vo, 
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Thurston's Materials of Eogiueering ; . . .8 vols., 8vo, |8 00 

Vol. L, Non-metallic 8vo, 2 00 

Vol. II., Iron and Steel 8vo, 3 50 

Vol. III., Alloys, Brasses, and Bronzes 8vo, 2 50 

Wey ranch's Strength of Iron and Steel. (Du Bois.) 8vo, 1 50 

Wood's Resistance of Materials 8vo, 2 00 

MATHEMATICS. 

Calculus— Geometry— Trigonometry, Etc. 

Baker's Elliptic Functions 8vo, 1 50 

Ballard's Pyramid Problem 8vo, 1 50 

Barnard's Pyramid Problem 8vo, 1 50 

Bass's Differential Calculus » 12mo, 4 00 

Brigg's Plane Analytical Geometry 12mo, 1 00 

Chapman's Theory of Equations. 12mo, 1 50 

Chessin's Elements of the Theory of Functioijis. 

Compton's Logarithmic Computations ; . . .12mo, 1 50 

Craig's Linear Differential Equations 8vo, 5 00 

Davis's Introduction to tiie Logic of Algebra 8vo, 1 50 

Halsted's Elements of Geometry. ... . ...8vo, 1 75 

'* Synthetic Geometry 8vo, 1 50 

Johnson's Curve Tracing 12mo, 1 00 

** Differential Equations— Ordinary and Partial 8vo, 3 50 

** Integral Calculus 12mo, 1 50 

Unabridged. 

" Least Squares 12mo, 1 50 

Ludlow's Logarithmic and Other Tables. (Bass.) 8vo, 2 00 

'• Trigonometry with Tables. (Bass.) 8vo, 3 00 

Mahan's Descriptive Geometry (Stone Cutting). ... 8vo, 1 50 

Merriman and Woodward's Higher Mathematics 8vo, 5 00 

Merriman's Method of Least Squares 8vo, 2 00 

Parker's Quadrature of the Circle 8vo, 2 50 

Rice and Johnson's Differential and Integral Calculus. 

2 vols. inl. 12mo, 2 50 

Differential Calculus 8vo, 3 00 

Abridgment of Differential Cal cuius.... 8vo, 1 50 

Searles's Elements of Geometry. 8vo, 1 50 

Totten's Metrology 8vo, 2 50 

"Warren's Descriptive Geometry 2 vols., 8vo, 3 50 

Drafting Instruments 12mo, 1 25 

Free-hand Drawing. 12mo, 1 00 

*' Higher Linear Perspective 8vo, 8 50 

** Linear Perspective 12mo, 100 

** Primary Geometiy 12mo, 75 
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WaiTen*s Plane Problems. 12mo, $1 25 

** Plane Problems 12mo, 1 25 

*' Problems and Theorems 8vo, 2 50 

" Projection Drawing 12mo, 1 50 

Wood's Co-ordinate Geometry - 8vo, 2 00 

" Trigonometry 12mo, 100 

Woolf 8 Descriptive Geometry Royal 8vo, 8 00 

MECHANICS-MACHINERY. 

Text-books and Practical Works. 
{See obUo Ekgikebrikg, p. 6.) 

Baldwin's Steam Heating for Buildings 12mo, 

Benjamin's Wrinkles and Recipes 12mo, 

Carpenter's Testing Machines and Methods of Testing 

Materials 8vo. 

Chordal's Letters to Mechanics 12mo, 

Church's Mechanics of Engineering 8vo, 

" Notes and Examples in Mechanics 8vo, 

Crehoi-e's Mechanics of the Girder 8vo, 

Cromwell's Belts and Pulleys 12mo, 

" Toothed Gearing 12mo, 

Oompton's First Lessons in Metal Working 12mo, 

Dana's Elementary Mechanics 12mo, 

Dingey's Machinery Pattern Making 12mo, 

Dredge's Trans. Exhibits Building, World Exposition, 

4to, half morocco, 

Du Bois's Mechanics. Vol. I., Kinematics 8vo, 

Vol. IL, Statics 8vo, 

Vol. III., Kinetics 8vo, 

Fitzgerald's Boston Machinist .18mo, 

Flather's Dynamometera 12mo, 

" Rope Driving 12mo, 

Hall's Car Lubrication 12mo, 

Holly's Saw Filing 18mo, 

Johnson's Theoretical Mechanics. An Elementary Treatise. 
(In tTie press,) 

Jones Machine Design. Part I., Kinematics 8vo, 1 50 

Part II., Strength and Proportion of 
Machine Parts. 

Lanza's Applied Mechanics 8vo, 7 50 

MacCord's Kinematics 8vo, 5 00 

Merriman's Mechanics of Materials 8yo, 4 00 

Metcalfe's Cost of Manufactures 8vo, 5 00 

Michie's Analytical Mechanics 8vo, 4 00 
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Mosely's Mechanical Engineering. (Mahan.) 8vo, $5 00 

Richards's Compressed Air 12mo, 1 50 

Robinson's Principles of Mechanism 8vo, 3 00 

Smith's Press-working of Metals 8vo, 3 00 

The Lathe and Its Uses 8vo, 6 OO 

Thurston's Friction and Lost Work 8vo, 3 00 

** The Animal as a Machine 12mo, 1 OO 

Warren's Machine Construction 2 vols., 8vo, 7 50 

Weisbach's Hydraulics and Hydraulic Motors. (Du Bois.)..8vo, 5 00 
•* Mechanics of Engineering. Vol. III., Part I., 

Sec. I. (Klein.) 8vo, 5 00 

Weisbach's Mechanics of Engineering. Vol. III., Part I., 

Sec. IL (Klein.)... 8vo, 5 00 

Weisbach's Steam Engines. (Du Bois.) i 8vo, 5 00 

Wood's Analytical Mechanics .' . . . 8vo, 8 00 

Elementary Mechanics 12mo, 1 25 

Supplement and Key 1 25 
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METALLURGY. 

Iron— Gold— Silver — Alloys, Etc. 

Allen's Tables for Iron Analysis , 8vo, 3 OO 

Egleston's Gold and Mercuiy 8vo, 7 50 

Metallurgy of Silver 8vo, 7 50 

* Kerl's Metallurgy — Copper and Iron 8vo, 15 00 

* •' " Steel, Fuel, etc 8vo, 15 00 

Kunhardt's Ore Dressing in Europe 8vo, 1 50 

Metcalf Steel— A Manual for Steel Users 12mo, 2 00 

O'Driscoll's Treatment of Gold Ores 8vo, 2 00 

Thurston's Iron and Steel 8vo, 3 50 

Alloys 8vo, 2 50 

Wilson's Cyanide Processes 12mo, 1 50 

MINERALOGY AND MINING. 

Mine Accidents— Ventilation— Ore Dressing, Etc. 

Barringer's Minerals of Commercial Value. . . .oblong morocco, 2 50 

Beard's Ventilation of Mines 12mo, 2 50 

Boyd's Resources of South Western Virginia 8vo, 3 00 

'* Map of South Western Virginia Pocket-book form, 2 OO' 

Brush and Penfield's Determinative Mineralogy 8vo, 8 50 

Chester's Catalogue of Minerals 8vo, 1 25 

paper, 50 

* ' Dictionary of the Names of Minerals 8vo, 8 OO 

Dana's American Localities of Minerals 8vo, 1 OO 
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Dana's Descriptive Minerftlogy. (E. S.) 8vo, half morocco, $12 50 

Miueralogy aud Petrography (J.D.) 12mo, 2 00 

Minerals aud How to Study Them. (E. S.) 12mo, 1 50 

Text-book of Mineralogy. (E. S.) 8vo, 8 50 

^Drinker's Tunnelling, Explosives, Compounds, and Rock Drills. 

4to, half morocco, 25 00 

Egleston's Catalogue of Minerals and Synonyms 8vo, 2 50 

Eissler's Explosives — Nitroglycerine and Dynamite 8vo, 4 00 

Ooody ear's Coal Mines of the Western Coast 12mo, 2 50 

Hussak's Rock- forming Minerals. (Smith. ) 8vo, 2 00 

Ihlseng's Manual of Mining 8vo, 4 00 

Eunhnrdt's Ore Dressing in Europe 8vo, 1 50 

O'DHscoU's Treatment of Gold Ores 8vo, 2 00 

Rosen busch's Microscopical Physiography of Minerals and 

Rocks. (Iddings.) 8vo, 5 00 

Sawyer's Accidents in Mines. 8vo, 7 00 

Stockbridge's Rocks and Soils 8vo, 2 50 

Walke's Lectures on Explosives 8vo, 4 00 

Williams's Lithology 8vo, 8 00 

Wilson's Mine Ventilation 16mo, 1 25 

** Placer Mining 12mo. 

STEAM AND ELECTRICAL ENGINES, BOILERS, Etc. 

Stationauy—Marine— Locomotive — Gas Engines, Etc. 

(See also Engineebing, p. 6.) 

Baldwin's Steam Heating for Buildings 12mo, 2 50 

Clerk's Gas Engine 12mo, 4 00 

Ford's Boiler Making for Boiler Makers 18mo, 1 00 

Hemenway's Indicator Practice 12mo, 2 00 

Hoadley's Warm-blast Furnace 8vo, 1 50 

Kneass's Practice and Theory of the Injector 8vo, 1 50 

MacCord's Slide Valve 8vo, 2 00 

* Maw's Marine Engines Folio, half morocco, 18 00 

Meyer's Modern Locomotive Construction 4to, 10 00 

Peabody and Miller's Steam Boilers. 8vo, 4 00 

Peabody's Tables of Saturated Steam 8vo, 1 00 

Thermodynamics of the Steam Engine 8vo, 5 00 

Valve Gears for the Steam-Engine 8vo, 2 50 

Pray's Twenty Years with the Indicator Royal 8vo, 2 50 

Pupiu and Osterberg's Thermodynamics 12mo, 1 25 

Reagan's Steam and Electrical Locomotives 12mo, 2 00 

R5ntgen's Thermodynamics. (Du Bois.) 8vo, 5 00 

Sinclair's Locomotive Running 12mo, 2 00 

Thurston's Boiler Explosion 12mo, 1 60 
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Thurston's Engine and.Boiler Trials 8vo, $5 00 

Manual of the Steam Engine. Part I., Structure 

and Theory 8vo, 7 50 

Manual of the Steam Engine. Part II., Design, 

Construction, and Operation 8vo, 7 50 

2 parts, 12 00 

Philosophy of the Steam Engine 12mo, 75 

Reflection on the Motive Power of Heat. (Carnot.) 

12mo, 1 50 

Stationary Steam Engines. . . * 12mo, 1 50 

Steam-boiler Construction and Operation 8vo, 5 00 

Spangler's Valve Gears 8vo, 2 50 

Trowbridge's Stationary Steam Engines , . .4to, boards, 2 50 

Weisbach's Steam Engine. (Du Bois.) 8vo, 5 00 

Whitham's Constructive Steam Engineering 8vo, 10 00 

•' St«am-engine Design. ... 8vo, 6 00 

Wilson's Steam Boilers. (Fluther. ) 12mo, 2 50 

Wood's Thermodynamics, Heat Motors, etc 8vo, 4 00 

TABLES, WEIGHTS, AND MEASURES. 

For Actuaries, Chemists, Engineers, Mechanics—Metric 

Tables, Etc. 

Adriance's Laboratory Calculations 12mo, 1 25 

Allen's Tables for Iron Analysis.. -. 8vo, 8 00 

Bixby's Graphical Computing Tables. Sheet, 25 

Compton's Logarithms 12mo, 1 50 ' 

Crandall's Railway and Earthwork Tables. 8vo, 1 50 

Egleston's Weights and Measures 18mo, 75 

Fisher's Table of Cubic Yards Cardboard, 25 

Hudson's Excavation Tables. Vol. II '. 8vo, 1 00 

Johnson's Stadia and Earthwork Tables 8vo, 1 25 

Ludlow's Logarithmic and Other Tables. (Bass.) 12mo, 2 00 

Thurston's Conversion Tables 8vo, 1 00 

Totten's Metrology 8vo, 2 50 

VENTILATION. 

Steam Heating — ^House Inspection — Mine Ventilation. 

Baldwin's Steam Heating 12mo, 2 50 

Beard's Ventilation of Mines 12mo, 2 50 

Carpenter's Heating and Ventilating of Buildings 8vo, 8 00 

Gerhard's Sanitary House Inspection Square 16mo, 1 00 

Mott's The Air We Breathe, and Ventilation 16mo, 1 00 

Keid's Ventilation of American Dwellings 12mo, 1 50 

Wilson's Mine Ventilation 16mo, 1 25 
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Alcott's Gems, Sentiment, Language Gilt edges, |5 (K^ 

Bailey's The New Tale of a Tub 8vo, 75 

Ballard's Solution of the Pyramid Problem 8vo. 1 50 

Barnard's The Metrological System of the Great Pyramid. .8vo, 1 fiO 

Davis's Elements of Law 8vo, 2 00 \ 

Emmon's Geological Guide-book of the Rocky Mountains. .8vo, 1 50 

Ferrel's Treatise on the Winds 8vo, 4 OO 

Haines's Addresses Delivered before^the Am. Ry. Assn. ..12mo. 2 50 

Mott's The Fallacy of the Present Theory of Sound . . Sq. Ittmo, 1 OO 

Perkins's Cornell University Oblong 4to, 1 50 

Ricketts's History of Rensselaer Polytechnic Institute 8vo, 3 OO 

Rotherham's The New Testament Critically Emphasized. 

12mo, 1 50 
" The Emphasized New Test. A new translation. 

Large 8vo, 2 OO 

Totten's An Important Question in Metrology 8vo, 2 50 

Whitehouse's Lake Moeris Paper, 25 

* Wiley's Yosemite, Alaska, and Yellowstone 4to, 3 00 

HEBREW AND CHALDEE TEXT-BOOKS. 

For Schools and Theoix>gical Seminaries. 

G^esenius's Hebrew and Chaldee Lexicon to Old Testament. 

(Tregelles.) Small 4to, half morocco, 5 OO 

Green's Elementary Hebrew Grammar. 12mo, 1 25 

Grammar of the Hebrew Language (New Edition). 8 vo, 3 00 

Hebrew Chrestomathy .8vo, 2 00 

Letteris's Hebrew Bible (Massoretic Notes in English). 

8vo, arabesque, 2 25 
Luzzato's Grammar of the Biblical Chaldaic Language and the 

Talmud Babli Idioms 12mo, 1 50 

MEDICAL. 

Bull's Maternal Management in Health and Disease 12mo, 1 00 

Hammarsten's Physiological Chemistry. (Maudel.) 8vo, 4 00 

Mott's Composition, Digestibility, and Nutritive Value of Food. 

Large mounted chart, 1 25 

Ruddiman's Incompatibilities in Prescriptions 8vo, 2 OO 

Steel's Treatise on the Diseases of the Ox 8vo, 6 00 

'• Treatise on the Diseases of the Dog 8vo, 8 50 

Worcester's Small Hospitals — Establishment and Maintenance, 
including Atkinson's Suggestions for Hospital Archi- 
tecture 12mo, 1 25 
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